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LEUCOS LIGHTING 


LEUCOS USA INC. 


O FAX (732) 22 
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YOUR PROFITS 
MELT AWAY. 


If you display and sell heat-sensitive items such as In the example photographed here, the chocolate bunny 


cosmetics, chocolates, produce, meats, frozen foods on the right was lit with a standard halogen lamp (EXN 

or baked goods, conventional lighting can seriously hurt type). The other was lit with a Unison Fiber Optic 

your sales. It can either damage the merchandise or Lighting System to the same light level. After just 

require such low settings that the display loses its | two hours, the difference was obvious. 

entire sales appeal. Tot So don't lose your head over display lighting options... 
iso S.: 1% 


Contact Unison at: in U.S.: 1*888*ипїзоп9 Worldwide: (440) 5191033 Website: www.unison9.com 


> FIBER OPTIC LIGHTING SYSTEMS 


YOU ASKED FOR ECONOMICAL, EASWFO-INSTALL, DECORATIVE DISIGN 
OPTIONS FOR OUR DOWNLIGHT TRIMS 


INTRODUCING 
OF 


The new Signos Series from Prescolite 
makes decorating your new or existing 
downlights simple, easy and affordable 
Because of their mechanical design, 
Signos trims install in minutes on any 
new or existing Prescolite 8” aperture 
modular downlight housing. Signos also 


attaches to 8" Virtual Source reflector 


Presc:lite 


A NEW QUALITY OF LIGHT 


PRESCOLITE 
MODULAR 


SIGNOS— AN 


optics for twin, quad and triple tube 
lamps in one or two light, horizontal or 
vertical orientations and A or PAR 
incandescent lamps. But most impor- 
tantly, Signos modular components are 
designed in a wide variety of comple- 
finishes and 


menting colors, shapes 


hardware types to create hundreds of 
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Contact your Prescolite representative today about any of our products or call 510.562.3500. 


INNOVATIVE 
DOWNLIGHT TRIMS. 


SERIES 


different finished looks in combination 
Therefore, styling is elegant, beautifully 
scaled, and allows a level of customiza- 
tion and design sophistication. The new 
Signos Series from Prescolite — finally, 
one fixture that can provide both signa- 


ture to a space and effective lighting at 


an economical price 
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NEXE GCneration o 
Metal Halide Lighting 


is Here Today! 


Now you can achieve all the benefits of high 
pressure sodium efficiencies with metal halide 
color performance. 


Ruud Lighting now offers the Venture* Uni-Form* 
j Pulse Start System — available in 200, 250, 320, 
350 & 400 watt fixtures. 


Compared to old design metal halide lamps, 
this new Uni-Form Pulse Start System: 


* Saves up to 25% in annual energy cost 
* Increases light output up to 20% 
* 15 competitively priced 


Plus, Ruud fixtures with the Uni-Form Pulse 
Start System provide faster warm-up and 
quicker re-strike. 


Contact us today to learn more and to receive 
a free Ruud Lighting Uni-Form Pulse Start Catalog. 


(800) 236-7000 


In Canada phone (800) 250-4888 


RUUD 


LIGHTING 


Jvanced Lighting Technologies Compa 


Venture and Uni-Form are ге 


trademarks of Venture Lighting International, use by permission 
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The 
Nouveau 
Series 


THE ORIGINAL CAST " 


LIGHTING ` 


6120 DELMAR BLVD e ST. LOUIS, MO 63112 
314.863.1895 • FAX 314.863.3278 
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Xelogen 


The halogen solution 


Xenon Festoon 
" 


Xelogen JC G4 Bi-Pin 


* Up to 20,000 hours 

* Less heat 

* No premature burn-out 
due to handling 

* No U/V hazard 

* Dimmable 

* No shielding required 


* Safer-Low pressure 


THHC LIGHTING 
1300 JOHN REED COURT, UNIT D 
CITY OF INDUSTRY, CA 91745 U.S.A 
TEL: (626) 330-8368 * FAX: (626) 330-3616 
Toll free USA 800-468-THHC (8442) * www.thhclighting.com 
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Welcome to Architectural Lighting`s first-ever Lighting Source Directory. This comprehensive resource, a 
long time in the planning. was conceived as a long-awaited and much-needed tool for lighting industry 
professionals, as it is the only directory to reach more than 35.000 specifiers of lighting products. And 
comprehensive it is. More than 1,400 manufacturers are listed, 650 of whom responded to our product 
category survey, plus IALD professional and associate members, company and organization profile 
advertisements and innovative new products 

The 1999 Lighting Source Directory is truly a year-round reference for lighting information! 


B 
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\ And 1999 рготіѕеѕ to be ап exciting and rewarding year for both (ће industry апа Architectural Lighting 
` / Magazine. The lighting market is growing. In our “1998 U.S. Lighting Specifier Survey,” respondents predict 
А \ that their firm’s billings will increase in nearly all project types in the next 12 months—with office, residential 

| | and retail the top three named. Furthermore, respondents expect their number of lighting projects to increase in 

j virtually all segments, with office and residential seeing the greatest impact. Another encouraging sign? Nearly 


one-third of those who answered plan to add staff to meet the increasing demands. 

The positive trend in the economy, and in construction in particular—you' ve reported more than half of your 
current projects are in new construction—is likely to continue into the year 2000, boosted by the 
fact that Greenspan recently lowered interest rates again. This continued growth in the demand 
for lighting products will provide a tremendous opportunity for our industry. Current estimates 
of the penetration of quality lighting products and services are at 10-20 percent of the total 
market, Meanwhile, the end-user is becoming increasingly aware of the benefits of quality 
lighting. To create the demand for quality lighting products and services and continue to grow 
our market—and to firmly position it—we, at Architectural Lighting, believe the lighting 
industry must do three things: 

* Articulate a promise to the customer. Define quality lighting and its benefits. Setting—and 
izing those that support this 
endeavor is essential to achieving a standard of quality. Awards programs help to shape that 
definition, which is a primary reason Architectural Lighting 
sponsors the annual [ALD Awards. 

. ` * Market that promise to the customer. Promote your 
| 1 oht ing belief: Quality lighting does make a difference. Spread the 
© © 


word to end-users about its benefits. Architectural Lighting has been CHRISTINA 


raising—the bar on design excellence is so important and rec 


proactive in promoting the message by launching the Quality Lighting 

Campaign, the monthly advertising vehicle targeting the 35,000 readers of TRAUTHWEIN, 
Facilities Design & Management with the “drink milk” message that they 
should care about the quality of the lighting products and services they use 
We've also developed The Lighting Design Forum at 


EDITOR-IN-CHIEF 


www.qualitylight.com to offer specifiers an archive of information about 
aspects of quality lighting design 

* Deliver on that promise to the customer. Education opportunities 
abound. Stay informed about new techniques and technologies to benefit your 
е your knowledge with those entering the field so that lighting, 
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— 
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profession, can continue to evolve; support internships. Architectural Lighting 
is proud to continue its sponsorship of an IALD scholarship, which is 
presented at Lightfair. Furthermore, Architectural Lighting supports the 
NCQLP's certification program and encourages lighting product quality and 
innovation via sponsorship of the Lightfair New Product Showcase Awards. 

So, as you can see, just like you, Craig and I have been extremely busy i 
1998. In 1999, we will be working even harder, adding two issues for a total 
eight-time frequency, providing you more value. In addition to our core issues 
and our annual Directory, we will publish the Spring Market issue, hot-off- 
the-press for Lightfair in May. This highly successful issue, which debuted in Spring 1996, will include 200 
products in more than a dozen product categories. And, we're proud to announce an October Applications issue, 
which will fulfill your requests for “more projects, more products.” In fact, it will marry the two in a very 
specialized way, unlike any issue Architectural Lighting or any lighting publication has printed before. The 
first part of the issue will feature dramatic design projects in a tabloid size; the latter part will cover the 
products—with photos and descriptions—used in each of the projects. This is something we feel the reader 
has eagerly been awaiting and information that will provide a tremendous service to you. In addition to our 
increased frequency and new issues, look for the debut of new columns and sections, all designed to bring 
you a total editorial package with added punch! 


From the staff of Architectural Lighting, a happy, healthy and prosperous New Year! a 


Performance Defined 


Halo 
ее Architectural 


Lighting 


Architectural 
ge ae Performance for 

AA your Demanding 
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Installations 


S ., Portfolio offers 
ж RM V 7 
me os wuecise 45° cutoff, 
aoe ү os ерада photometrics, 


a? i i KO ‚тейи details, 

X ex » Solid construction and 
D 

2 cam advanced technical support 


«All the specification features you demand, 


and more. 


Achieve your vision... 
specify our Portfolio in your portfolio. 


a 
COOPER Lighting 
For performance defined, specify Portfolio 
1.800.244.9145, Dept. AL-1298 or visit us at www.cooperlighting.com/halo/halo group-4.html 
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SCOPE 


The Lighting Source Directory provides access to more than 1,400 North American 
and suppliers of lighting (and some related) products. 


manufacturers 


ALPHABETICAL LISTINGS 


The first part of the Directory is the alphabetical listings. In each listing, you will 
find company name, address, phone, fax, e-mail address for inquiries and website. 
Some manufacturers are specially advertised with a logo and a short description 
of their company and its capabilities, in their own words. 
Some reps and distributors may be listed. These listings are an oversight and 
should be reported to us so that they can be removed. The listings in this Directory 


are for manufacturers only 


PRODUCT CATEGORY LISTINGS 


More than 650 companies responded to our survey to tell us what product cate- 
gories they manufacture. In this section, you will see category headings for all major 
lighting product types, then a list of manufacturers. To contact these manufacturers, 
look them up in the alphabetical listings. Note that light "source" in this Directory 
company 


means lamp, not fixture. Some companies are specially advertised with 


profile" pages. 


IALD MEMBERS 


The final section of this Directory offers a complete list of the professional and asso- 
ciate members of the International Association of Lighting Designers (IALD). 


TALK TO US 


If you see a mistake, believe your company should be listed, want to suggest new 
product categories, or see a company listed that is not appropriate for this Directory 
please fax us at (212) 279-3955, Attn: Lighting Source Directory. Send all general 
comments to Christina Trauthwein, Editor-in-Chief, at ctrauthwein@mfi.com. 


SPECIAL THANKS 


Architectural Lighting extends warmest appreciation and gratitude to Dave Burtner 
of inter.Light, the industry's leading website at www.lightsearch.com, for his valu- 


able assistance in putting together this Directory 


VISIT US 


Come visit us at www.qualitylight.com and www.lightsearch.com! 


Over 90 years of creating innovative lighting 
solutions for the professional. 


LIGHTOLIER 


Company 


www. lightolier.com 
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1999 SCHEDULED EVENTS 


January 18-21 Educational Institute: “Fun- 
damentals of Photometry,” Independent Testing 
Laboratories, Boulder; (303) 442-1255. 


January 18-24 “Lighting Centre,” International 
Furniture Fair, Cologne, Germany; (phone) 02 
21 8 21-25 62, (fax) 02 21 8 21-34 17. 


January 25-29 University of Wisconsin- 
Madison, Department of Engineering Pro- 
fessional Development Energy Auditing Series: 
“Lighting Systems and Controls,” Madison, 
WI; (800) 462-0876. 


January 28-30 Restoration & Renovation 
Expo & Conference, Marriott Wardman Park 
Hotel, Washington, D.C.; (978) 664-8066. 


February 1-3 Enlightening America '99, Hotel 
Inter-Continental, Dallas; (609) 799-4900. 


March 1-2 Design Fest/NeoCon South, Miami 
Beach Convention Center, Miami; (800) 677- 
6278, (312) 527-7600. 


March 11-12 NeoCon West, Los Angeles 
Convention Center; (800) 677-6278. 


March 27-29 GlobalShop 1999, McCormick 
Place, Chicago; (800) 646-0091. 


April 7-8 GlobalCon, Colorado Convention 
Center, Denver; (770) 279-4388. 


April 8-9 AEE Seminar: "Fundamentals of 
Lighting Efficiency," Denver; (770) 925-9633. 


April 19-24 Hannover Fair '99, Hannover 
Fairgrounds, Hannover, Germany; (609) 
987-1202. 


April 22-25 DesigNation2:ICE—International 
Design Conference, Hyatt Regency, Atlanta; 
(202) 488-1530. 


May 10-11 alt.office East Conference, New 
York Hilton & Towers, New York City; (800) 
950-1314 ext. 2612. 


May 11-13 Lightfair International 1999, 
Moscone Center, San Francisco; (404) 220-2221. 


May 24-27 A/E/C Systems '99, Los 
Angeles Convention Center, Los Angeles; 
(800) 451-1196. 


June 7-9 NeoCon '99, The Merchandise Mart, 
Chicago; (800) 677-6278. 


June 17-18 Energy Management Congress, 
Disneyland Hotel, Anaheim; (770) 925-9648. 


June 20-22 BOMA Annual Convention & The 
Office Building Show, Georgia World Congress 
Center, Atlanta; (703) 312-9172. 


EDUCATIONAL FACILITIES 


p 

(847) 956-8400 

* Fundamentals I-Lighting Basics 
January 27-29; March 3-5; June 16-18; 
August 23-25; October 27-29 

* Luxicon-Basic/Intermediate 
February 3-5; February 8-10; 
December 1-3; December 6-8 

* Lighting Design & Applications for 
Interior Spaces 
March 29-31; September 22-24 

* Lamps: Ballasts & Controls- 
А Systems Approach 
April 8-9; October 7-8 

* Utility/DOT Application Workshop 
April 13-14; August 30-31 

* Luxicon-Advanced 
July 15-16; July 19-20 

* Lighting Design & Applications for 
Exterior Spaces 
November 17-19 


THE PHILIPS LIGHTING CENTER 
(732) 563-3600 


Schedule not available at press time. 


June 24-30 24th Session of the CIE, Warsaw 
University of Technology, Warsaw, Poland; 
(phone) 43 1 714 31 870, (fax) 43 1 713 08 
3818, (e-mail) ciecb@ping.at. 


October 27-29 Design.y.c. (Interplan, The 
Design Show, City Lights) Jacob Javits 
Convention Center, New York, City; (800) 950- 
1314, ext. 2331. 


November 11-12 IIDEX/NeoCon Canada, 
Metro Toronto Convention Centre, Toronto, 
Ontario; (800) 677-6278. 


GE LIGHTING INSTITUTE 

(800) 255-1200 

* Fundamentals of Commercial & 
Industrial Lighting 
February 1-5; March 15-19; 
May 3-7 

* Retail Lighting 
February 8-10 

* Lighting for Facilities Managers 
March 1-3 

* Lighting Retrofit Conference 
March 10-12 

* Museum Lighting 
April 29-30 


OSRAM SYLVANIA LIGHTPOINT 
INSTITUTE 
(978) 750-2464 
* Lighting Essentials 
February 8-9; March 22-24; 
May 24-26; August 23-25; 
September 13-15; November 15-17 
* Lighting Design & Applications 
February 22-24; June 28-30; October 4-6 
* The Energy Focus 
April 12-13; November 1-2 


ЕЕЕЕХ AREA L UMINAIRES 


Wide-Lite proudly introduces 

the EFFEX Area Luminaire 
(EAL) Series. The EAL boldly 
sets new standards of 
performance and flexibility 
for area lighting luminaires. 


Designed to complement any 

architectural setting, the EAL 
Series incorporates the most 
extensive array of high- 
performance optics available 
in an area lighting luminaire. 


The EAL Series' many optical 

choices combine with an 
almost limitless selection of 
mounting options resulting in 
the most flexible area lighting 
luminaire series available. 


As the leader in HID lighting 
and controls systems, Wide- 
Lite is known worldwide for 
the success of its products' 
performance and durability. 


Continuing our long tradition 

of excellence, four years ago 

Wide-Lite introduced the 
EFFEX - the industry- 
leading, high-performance 
architectural floodlight. 


And now the EFFEX family 
has been expanded to 
include the EAL Series of 
area lighting luminaires... for 
the specifier who will not 
accept compromises. 


а GENLE company 


ISO 9001 


onder World Drive * PO Box 606 * San Marcos, Texas 78667-0606 * ела) 392-5821 * FAX (512) 753-1122 • www.wide-lite.com 
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A.C.T. Enterprises, Inc. 
5637 46th Avenue SW 
Seattle, WA 98136 

Tel: 206-933-8501 

Р 206-933-8501 
acrawshaw@act-ent-inc.org 
WWW.act-ent-inc. Org 


AAMSCO Lighting Inc 
PO Box 15119 

Jersey City, М] 07305 
Tel: 201-434-0722 

Fax: 201-434-8535 
bulbs@hudsonet.com 
Www .aamsco.com 


Abco Ballast and Lighting Components 
625 Ridge Pike, Suite 103, Bldg. C 
Conshohocken, PA 19428 

Tel: 610-832-7961 

Fax: 610-832-1494 


Abolite Lighting 
10,000 Alliance Road 
Cincinnati, OH 45242 
Tel: 800-436-7600 
Fax: 513-793-0295 
Isi-industries.com 


ABS Lighting 

85 Water Street 

New Haven, CT 06511 
Tel: 203-865-5343 

Fax: 203-773-1019 


Academy Lamps 

9011 Beverly Blvd. 
Los Angeles, CA 90048 
Tel: 310-271-1123 

Fax: 310-271-1318 


ACC Lighting Systems Inc. 

125 Stone Henge Drive 

Swedesboro, NJ 08085 

Tel: 609-241-0800 

Fax: 609-241-0835 
acclight@bellatiantic.net 
www.members.bellatlantic.net/-acclight 


Access Lighting Corp. 
1651-53 Ritchey Street 
Santa Ana, CA 92705 
800-828-5483 
714-258-2009 
access@mail.deltanet.com 


Accord Industries 
4001 Forsyth Road 
Winter Park, FL 32792 
Tel: 800-477-7675 

Tel: 407-671-7676 
Fax: 407-679-2297 


Acculite Mfg Inc 

219 Shoemaker Street 
Kitchener, ON N2E 3B3 
Tel: 519-893-1500 

Fax: 519-893-7101 
www.acculiteltg.com 


Acme Electric 

4815 West Street 
Lumberton, NC 28358 
Tel: 910-738-1121 

Fax: 910-739-0024 
www.acmepowerdist.com 


Acme Wire Products Inc 
2519 Germantown Avenue 
Philadelphia, PA 19133-1636 
Tel: 215 223 2401 

Fax: 215 226 4409 


ADA Enterprises, Inc. 
PO Box 768 
Middleboro, MA 02346 
Tel: 508-947-9880 

Fax: 508-947-2247 
mercer@life-light.com 
www life-light.com 


ADB (A Siemens Company) 
PO Box 30829 

Columbus ,OH 43230-0829 
Tel: 614-861-1304 

F 614-864-2069 
sale@adb.siemens.com 


Adesso Lighting 

21 Penn Plaza, Suite 1001 
New York, NY 10001 

Tel: 


Impdude@aol.com 


Adjusta-Post Lighting Co. 
3960 Summit Road 
Norton, OH 44203 

Tel: 800-321-2132 

Fax: 216-745-9746 


Adjustable Fixture Со. 

3726 North Booth Street 
Milwaukee, WI 53212 

Tel: 414-964-2626 

Fax: 414-964-2944 
milights@adjustablefixture.com 
www.adjustablefixture.com 


ADRA Electric Products Inc. 
2302 Parkside Avenue 
Irving, TX 75061 

Tel: 972-986-5606 

Fax: 972-790-3665 


Advance Transformer Co. 

10275 W. Higgins Road 
Rosemont, IL 60018 

Tel: 847-390-5000 

Fax: 847-390-5109 
tdavero@uschccm1.snads. philips.nl 
www.advancetransformer.com 
www.ballast.com 


Advanced Design & Development 
2061 Blackwood Drive, Suite F 
Walnut Creek, CA 94596 

Tel: 925-938-1170 

Fax: 925-938-9423 


Advanced Devices Inc 
1340 Commerce Street 
Petaluma, CA 94954 
Tel: 707-668-0488 

Fax: 707-765-9710 
info@stagepin.com 
www.stagepin.com 


Advanced Fiberoptic Technologies Inc. 
PO Box 56, 2200 R301 
Palmetto, FL 34221 


Tel: 320-352-0088 

Fax: 320-352-0089 
advlight@advancedlighting.com 
www.advancedlighting.com 


Advanced Lighting Technologies Inc. 
(ADLT) 

32000 Aurora Road 

Solon, OH 44139 

Tel: 440-519-0500 

Fax: 440-349-7164 


Advanced Technology Corp. 
101 N. Eagle 

Geneva, OH 44041 

Tel: 216-466-4671 

Tel: 216-466-0186 


Advanced Technology Inc 
311 Regional Road South 
Greensboro, NC 27409 
Tel: 910-668-0488 

Fax: 910-668-0713 
info@advtechnology.com 
www advtechnology.com 


Advent 


Advent Lighting 

N987 Craftsmen Drive 
Greenville, WI 54942 
Tel: 920-757-1088 

Fax: 920-757-1099 
www.adventlighting.com 


AEMC Instruments 
99 Chauncy Street 
Boston, MA 02111 
Tel: 617-451-0227 
Fax: 617-423-2952 
sales@aemc.com 

www.aemc.com 


Aero Thermic Shields 
PO Box 434 

Buena Park, CA 90621 
Tel: 800-698-2402 

Fax: 714-523-3328 


20' ROW CENTERS = 40 FOOTCANDLES 


AVERAGE ILLUMINANCE ON DESK @ 2'6" A.F.F. 


AVERAGE VERTICAL ILLUMINANCE 

AVERAGE ILLUMINACE IN PASSAGES 

AVERAGE CEILING LUMINANCE 

RECENT MAJOR NUAGE INSTALLATIONS 

55 BROAD STREET CON EDISON HEADQUARTERS JOHNSON & JOHNSON 
ALCAN HEADQUARTERS COX ADVERTISING KEMPER INSURANCE 
AMERICAN MANAGEMENT ASSOC DUPONT MASTERCARD 
AMBASSADOR FACTORS "EI" ENTERTAINMENT McDONALD'S HEADQUARTERS 
AVIS BUILDING ADMIN. & OPER. CTR. FERRINI OFFICES MERRIL LYNCH 
BANCO EXTERIOR DE ESPANA FEINSTIEN NFL 
BANK OF AMERICA FIDELITY INVESTMENTS NATIONAL BASKETBALL ASSOC. 
BANK ONE FIRST BANK PLACE NYNEX 
BHA GE CAPITAL OMNIPOINT COMMUNICATION 
BOSTON UNIV. HOUSEMAN HARVARD INSTITUTE POLYGRAM HOLDINGS 
CALVIN KLEIN COSMETICS HEADQUARTERS PRATT INSTITUTE 
COLUMBIA GAS HEALTH FIRST SONY 
COLUMBIA PRESBYT. HOSPITAL J&R MUSIC WORLD SWISS RE 
COMPAQ COMPUTER JANKO RASIC ASSOCIATES UNICEF 


537 Johnson Ave, Brooklyn, NY 11237 
Phone: (718) 456-7400; Fax: (718) 456-5492 neoreu 
http://www.neoray.com RAL 
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Aero-Tech International 
534 Pratt Avenue 
Schaumburg, IL 60193 
Tel: 847-352-4900 

Fax: 847-352-4999 
info@aerolights.com 
www.aerolights.com 


Aerovox 

740 Bellville Avenue 
New Bedford, MA 02745 
508-994-9661 
508-999-1000 


AFC Cable Systems, Inc. 

55 Samuel Barnet Blvd. 

New Bedford, MA 02745-1214 
Tel: 800-757-6996 

Tel: 508-558-1131 

Fax: 508-998-1447 
jwt@afeweb.com 
www.afcweb.com 


AFG Industries, Inc. 
1400 Lincoln Street 
Kingsport, TN 37662 
Tel: 423-229-7200 
Fax: 423-299-7319 


Air Factors/Lok 

1071 Serpentine Lane 
Pleasanton, CA 94566 
Tel: 510-484-2002 
Fax: 510-484-1256 


Alcoa Brite Products 

3040 Northwoods Parkway 
Norcross, GA 30071 

Tel: 800-554-1092 

Fax: 770-441-1426 


Alexandra Lighting Systems, Inc. 
4311 Meadowview Court 
Colorado Springs, CO 80918 
Tel: 719-548-8805 

Fax: 719-260-7929 


Alfa 12V, Inc. 

430 Bay Street 

San Francisco, CA 94133 
Tel: 415-346-8181 

Fax: 415-346-9191 
sales@alfalighting.com 
www.alfalighting.com 


Alger Lighting Company 
2902 Nebraska Avenue 
Santa Monica, CA 90404 
Tel: 310-264-9800 

Fax: 310-264-9808 


Alico Industries Inc. 
2600 John Street #203 
Markham, ON L3R 3W3 
Canada 

Tel: 905-305-6606 

Fax: 905-305-6191 
alico@msn.com 


Alkco Lighting 

11500 Melrose Avenue 
Franklin Park, IL 60131 
Tel: 847-451-0700 

Fax: 847-451-7512 
jferinga@alkco-lighting.com 
www.alkco.com 


Allanson International, Inc. 
33 Cranfield Road 
Toronto, ON M4B 3H2 
Canada 

Tel: 416-755-1191 

Fax: 416-752-6717 


Allied Moulded Products Inc. 
PO Box 587 

Bryan, OH 43506 

Tel: 419-636-4217 

Fax: 419-636-2450 
sales@alliedmoulded.com 
www.alliedmoulded,com 


ALM Systems Inc. 

2480 Delta Lane 

Elk Grove Village, IL 60007 
708-860-1490 


x: 708-860-0959 
A.L.P. 
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ALP Lighting Components Inc. 
6333 Gross Point Road 
Niles, IL 60714 
773-774-9550 

ax: 773-774-9331 
info@alp-ltg.com 
www.alp-ltg.com 
Your single source for aluminum 
and plastic parabolic louvers. 
We also offer complete lines of 
decorative louvers, lenses and 
diffusers. When your spec calls 
for retrofitting existing lighting 
fixtures, then A.L.P. has the com- 
ponents you need to finish your 
project exactly as planned. A.L.P. 
„world renowned quality. 


Alpan, Inc. 

425-1 Constitution Avenue 
Camarillo, CA 93012 

Tel: 805-383-8880 

Fax: 805-383-8890 
merline@alpan.com 


13603 S. Halsted Street 
Riverdale, IL 60827 

Tel: 773-292-0880 

Fax: 773-292-0883 

www lighting-fixtures.com 


Alpha Associates 
1306 Circle Drive 
West Chester, PA 19382-8241 
Tel: 610-399-5088 
Fax: 610-399-5070 


Alstar Co. Inc. 

57 Alexander Street 
Yonkers, NY 10701 
Tel: 914-476-2806 
Fax; 914-375-0381 


Alta Industries 

994 Jefferson Street 
Fall River, MA 02721 
Tel: 508-678-3374 

Fax: 508-677-2334 


Altamira Lighting 

79 Joyce Street 

Warren, RI 02885 

Tel: 401-245-7676 

Fax: 401-245-6262 
www.altamiralighting.com 


Altech Corp. 

35 RoyalRoad 
Flemington, NJ 08822 
Tel: 908-806-9400 

Fax: 908-806-9490 
altech@altechcorp.com 
www.altechcorp.com 


Altman Stage Lighting Co. 
57 Alexander Street 
Yonkers, NY 10701 

Tel: 914-476-7987 

Fax: 914-963-7304 


Aluma Tower Co., Inc. 

PO Box 2806-1. 

1639 Old Dixie Hwy 

Vero Beach, FL 32961-2806 
Tel: 501-567-3423 

Fax: 561-567-3432 
atc@alumatower.com 
www.alumatower.com 


Alumination Products Inc. 
PO Box 515 

Hull, MA 02045-0515 

Tel: 508-238-0141 

Fax: 508-238-1044 


Aluminum Coil Anodizing Corp. 


501 E. Lake Street 
Streamwood, IL 60107 
Tel: 630-837-4000 
350-837-0814 
sales@acacorp.com 
www.acacorp.com 


Alva Ind. Inc. 
36-46 River Road 
Chatham, NJ 04928 
Tel: 201-635-5556 


Amalco Metals Inc. 

33955 7th Street 

Union City, CA 94587-3521 
Tel: 510-487-1300 

Fax: 510-489-6091 


America Cable Systems 
260 Duchaine Blvd. 
New Bedford, MA 02745 
Tel: 800-426-3170 

Fax: 508-998-7720 
www.afcweb.com/acs 


America Elex Inc. 

8511 Wellsford Place =A 
Santa Fe Springs, CA 90670 
Tel: 888-945-5221 

Fax: 562-464-1664 
edgenet@sprintmail.com 


American Acrylic Corp. 
400 Sheffield Avenue 
West Babylon, NY 11704 
Tel: 516-4 
Fax: 516-422-2811 


American Cold Cathode, Inc. 
125 Stone Henge Drive 
Swedesboro, NJ 08085 

Tel: 609-241-0800 

Fax: 609-241-0835 


American DJ Supply, Inc. 
4295 Charter Street 


American Filtrona Plastics Group 
7 Headley Place 

Fallsington, PA 19054 

Tel: 215-739-2553 

Fax: 215-736-9346 


American Fluorescent Corp. 
2345 Ernie Krueger Circle 
Waukegan, IL 60087 

Tel: 847-249-5970 

Fax: 847-249-2618 
info@afcolite.com 


American Harlequin Corp.. 
835 Industrial Hwy. 
Riverton, NJ 08077-1929 
Tel: 800-642-6440 

Tel: 609-829-2002 

Fax: 609-829-3362 
amerharleq@aol.com 


American Illuminetics Inc. 
2180 Las Palmas Drive 
Carlsbad, CA 92009 

Tel: 800-438-0288 

Tel: 760-438-3338 

Fax: 760-438-4458 
amerillum@aol.com 


American Insulated Wire 
PO Box 880, 36 Freeman Street 
Pawtucket, RI 02862-0880 
Tel: 800-306-2492 
Tel: 401-726-0700 
а 723-1420 


info 
www.aiwe,com 


American Lighting Corp. 
79 Commerce Street 
arfield , NJ 07026 
201-478-4700 

ax: 201-478-0152 


American Lighting Inc. 
7660 E. Jewell Avenue «C 
Denver, CO 80231 

Tel: 800-880-1180 

Tel: 303-695-3019 

Fax: 303-695-7633 
amlight&rmi.net 
www.american-lighting.com 


American Louver Co. 
7700 N. Austin Avenue 
Skokie, IL 60077 

Tel: 800-323-4250 

Tel: 847-470-3300 

Fax: 847-470-0420 


American Nail Plate Lighting Inc. 


(ANP) 

9044 Del Mar 
Montclair, CA 91763 
Tel: 800-548-3227 

Tel: 909-982-1807 
800-2 
ах: 909-985-4310 


American Nickeloid Company 
2900 West Main Street 


Peru, IL 61354 


American Period Lighting Inc 
3004 Columbia Avenue 
Lancaster, PA 17603 

Tel; 717-392-5649 

Fax: 717-392-3557 


American Permalight, Inc. 
2531 W. 237th Street #113 
Torrance, CA 90505-5245 
Tel; 310-891-0924 
Fax: 310-891-0996 


American Photographic 
Instrument Со. 

12 Lincoln Blvd, 
Emerson, NJ 07630 

Tel: 800-600-1147 

Fax: 201-261-0368 


American Scientific Lighting Corp. 


(ASL) 

25 Twelfth Street 
Brooklyn, NY 11215-3820 
Tel: 800-369-1101 

Tel; 718-369-1100 

: 800-552-3465 

Fax: 718-369-1105 
www.asllighting.com 


Ameriel Airport Lighting Inc 
4110 Shawnee Lane NE 
Atlanta, GA 30319 

Tel: 404-457-6760 

Fax: 404-986-8222 


AmeriTec Lighting 

640 W. Centennial Blvd. 
Casa Grande, AZ 85222 
800-299-7905 
20-836-0606 
800-291-0209 

ax: 520-836-0209 
www.ameriteclighting.com 


Amerlux Lighting Systems 
23 Daniel Road East 
Fairfield, NJ 07004 

Tel: 973-882-5010 

Fax: 973-882-8970 


Amida Industries Inc. 
PO Box 3147 

Rock Hill, SC 29732-3147 
Tel: 800-433-3026 

Fax: 803-366-1101 


Ampco Musical Products Inc. 
6810 78th Street 

Kenosha, WI 53142 

Tel: 800-732-6726 

Fax: 414-697-0036 


ax: 972-907-2053 
WW'NW.amx.com 


ical Spectral Devices Inc. 
- tling Drive #A 
Boulder, CO 80301-2344 

Tel: 303-444-6522 

Fax: 303-444-6825 
curtiss@asdi.com 
www.asdi.com/asd 


Anchor Communications 
913 W. 223rd Street 
Torrance, CA 90502 

Tel: 800-262-4671 

Tel: 803-799-8800 

Fax: 803-254-3367 


Antkoviak Custom Furniture 
& Lighting 

112 W. 74th Street, 2nd Floor 
New York, NY 10023 

Tel; 212-580-8253 


Antler Art Inc. 

PO Box 2006, 2517 Weslo Court 
Grand Junction, CO 81502 

Tel: 970-243-5114 

Fax: 970-243-1429 
antler@wic.net 
www.wic.net/antler 


Anton/Bauer Inc. 
1 Controls Drive 
Shelton, CT 06484 
Tel 929-1100 
Fax: 203-929-9935 


Antron Compact Electronics, Inc. 


(ACE) 

P.O. Box 189 

Dracut, MA 01826 

Tel: 888-819-1223 (sales) 
Tel: 800-375-6355 

Fax: 978-957-9470 
www.ace-ballast.com 


Anvil Arts 

1137 North Fountain Way 
Anaheim, CA 92806 

Tel: 714-630-2870 

Fax; 714-666-1440 
www.anvilarts.com 


APM Hexseal Corporation 
44 Honeck Street 
Englewood, NJ 07631 
Tel: 201-569-5700 

Fax: 201-569-4106 


Apogee, a Public Access 
Lighting Company 

595 Acorn Street 

Deer Park, NY 11729 

Tel: 516-254-4400 

Fax: 516-254-3860 
alginc@aol.com 

www lighting-fixtures.com 


Apollo Design Technology Inc. 


3912 Option Pass 
е, IN 46818 
88-4626 
Tel: 219-497-9191 
Fax; 219-497-9192 


102136.2570@compuserve.com 


Apollo Metals Ltd. 

1001 14th Avenue 
Bethlehem, PA 18018 
Tel: 800-338-0199 ext. 131 
Fax: 610-867-2168 
ehron@isle.com 


Appleton Electric Co. 

1701 W. Wellington Avenue 
Chicago, IL 60657 

Tel: 773-327-7200 

Fax: 773-975-6349 
info@appletonelec.com 
www.appletonelec.com 


Applied Electronics, Inc. 
700 Thimble Shi 
Newport News, VA 23606 
Tel: 800-883-0008 
Tel: 804-591-9371 
Fax: 804-591-9514 


Aqua Signal Corp. 
1680 East Fabyan Parkway 
Batavia, IL 60511 
Tel: 708-232-6425 
Fax: 708-232-9481 


ARC Lighting/Div. of 
ARC Sales Inc. 

7 Pond Street 

Salem, MA 01970 
Tel: 978-745-2249 
Fax: 978-741-4420 
tmlatarc@aol.com 


ARC Manufacturing 
6502 Cheames Way 
San Diego, CA 92117 
Tel: 619-715-9981 
Fax: 619-715-9982 


Architectural Area Lighting 
14249 Artesia Blvd. 

La Mirada, CA 90638 

Tel: 714-994-2700 

Fax: 714-994-0522 


Architectural Cathode Lighting, Inc. 


5301 Pacific Blvd. 
Huntington Park, CA 90255 
Tel: 213-581-8800 

Fax: 213-581-7971 
aclinc@pacbell.net 
www.cathodelighting.com 


Architectural Crystal 
30 Beecher Street 
Pawtucket, RI 02862 
Tel: 401-728-5200 
Fax: 401-728-8210 


Architectural Details, Inc. 
10930 - 116th Avenue NE 
Kirkland, WA 98033 

Tel: 425-822-1292 

Fax: 425-822-1263 

info Arch-Details.com 
www.Arch-Details.com 


als Blvd., Suite 103 


2930 S. Fairview Street 
CA 92704 


Tel: 714- 


Fax: 800. 
www. alllighting&earthlink.net 


Architectural Lighting Systems 
30 Sherwood Drive 

Taunton, MA 02780 

Tel: 508-823-8277 

Fax: 508-822-6787 


@RDEE LIGHTING 


Ardee Lighting Inc. 

639 Washburn Switch Road 
Shelby, NC 28151 

Tel: 888-442-7333 

Tel: 704-482-2811 

Fax: 800-275-1544 
ardeeltg@jjishelby.com 


Ardron-Mackie Ltd 

6690 Columbus Road 
Mississauga, ON L5T 2G1 
Canada 

Tel: 800-509-0222 

Tel: 905-670-0222 

Fax: 800-529-0225 

Fax: 905-670-0225 
sales@ardron.com 
www.ardron.com 


Area Lighting Research Inc, 
Ashbury Road 
Hackettstown, NJ 07840 

Tel: 908-852-2205 

Fax: 908-852-2816 


Arizona Instrument Corporation 
4114 East Wood Street 
Phoenix, AZ 85040 

Tel: 602-470-1414 

Fax: 602-470-1888 


Ark Lighting 

11646 W. Pico Blvd 

Los Angeles, CA 90064 
Tel: 888-275-5444 

Tel: 310-473-4736 

Fax: 310-473-7955 
arklighting@earthlink.net 
www.arklighting.com 


Armstrong World Industries 
PO Box 3001 

Lancaster, PA 17604 

Tel; 800-448-1405 

Tel: 717-448-1405 

Fax: 717-396-3304 


Aromat Corp. 

629 Central Avenue 

New Providence, NJ 07974 
Tel: 800-543-6204 

Tel: 908-771-5655 

Fax: 908-771-5656 
hannb@aroman.com 
www.aromat.com 


1999 


Architectural Landscape Lighting 


Arrem Plastics Inc. 
502 Vista Avenue 
Addison, IL 60101 
Tel: 630-629-4970 
Fax: 630-629-4977 
salesmgr@arren.com 


Arriflex Corporation 

617 Route 303 

Blauvelt, NY 10913-1123 
Tel: 914-353-1400 

Fax; 914-425-1250 
lighting@arri.com 


Arroyo Craftsman 
4509 LittleJohn Street 
‘A 91706 


Art Specialty Co. 
3720 N. Milwaukee Avenue 


0, IL 60641-3086 
545-6607 


jwiley&artspecialty.com 


Artcraft Lighting 
8525 Jules Leger 
Ville D'Anjou, QB М1] 1A8 


lighting.com 
www artcraftlighting.com 


Artcrest Products Со, Inc. 
500 W Cermak Road 
Chicago, IL 60616 


Arte de Mexico 
1000 Chestnut Street 
Burbank, CA 91506 
"Tel: 818-508-0993 
Fax: 818-563-1015 


admgsuc@earthlink.net 
www.artedemexico.com 


Artemide Ine. 

1980 New Highway 
Farmingdale, NY 11735 
Tel: 516-694-9292 
516-694-9275 
emide_us@artemide.com 
www.artemide.com 


Astralite 

PO Box 476 

Annandale, NJ 08801-0476 
Tel: 800-832-LITE (5483) 
Tel: 908-638-8000 

Fax: 908-638-4463 

astral @ix.netcom.com 
www led.com/astralite 


Atek, Inc. 

702 Charlton Avenue 
Charlottesville, VA 22903 
Tel: 800-611-4509 

Fax: 804-295-7265 


Atlantic Ultraviolet Corporation 
375 Marcus Boulevard 
Hauppauge, NY 11788 

Tel: 516- 500 

Fax: 516-273-0771 
info@atlanticuv.com 
www.Atlanticuv.com 


Atlite/Brand of Cooper Lighting 
400 Busse Road 

Elk Grove Village, IL 60007 
Tel; 770-486-4800 

Fax: 770-486-4801 
talktous@cooperlighting.com 
www, cooperlighting.com 


Atlite Lighting Equipment Inc 
57-47 47th Street 

Maspeth, NY 11378 

Tel: 800-209-5637 

Tel: 718-497-0394 

Fax: 718-821-9316 


AtoHaas Americas Inc. 
100 Independence Mall West 
Philadel -Iphia, PA 19106-2399 


mahxwr@rohmhaas.com 


Aura Lighting, Inc 
779 М. Benson Avenue 
Uu pland, CA 91786 


Fax: 909-985-5038 
aura.lighting&cinemafilmsys- 
tems.com 

www.auralighting.com 


Authentic Designs 
The Mill Road 

West Rupert, VT 05776 
Tel: 802-394-7713 


Automated Entertainment 

HD Dichroic 

PO Box 7309 

Burbank, CA 91510-7309 

Tel: 800-880-6567 

21: 818-848-3782 

k: 800-735-9614 

Fax: 818-972-9614 

automated hd&earthlink.net 
www.home.earthlink.net/-auto- 


mated. hd 


Avab America Inc. 

967 Howard Street 

San Francisco, CA 94103-4108 
Tel: 415-421-3562 

Fax: 41 2788 
sales&avab.com 
www.avab.se 


Avalanche Ranch Light Company 
PO Box 31397 

WA 98228-3397 

3 610 
Curtroth@Best.com 


AWXCO 

PO Box 5181 

St. Joseph, MO 64505 
Tel: 816-390-9090 

Fax: 816-390-9185 
awxco@ponyexpress.net 


Axis Lighting, Inc, 
6300 Avenue da Parc Suite 316 
Montres al, QB H2V 4H8 


Tel: 514: 948-6272 


Fax: 514-948-6271 
axis@osuper.net 
Azure 


3759 North Ravenswood 
Chicago, IL 60613 
Tel: 312-248-4127 
Fax: 312-248-4127 


B 


B+L Technologies 
1400 Bargar 

Laval, QB H7L 5A2 
Canada 

Tel: 800-361-1400 
Tel: 514-663-7884 
Fax: 514-663-7638 


B-K Lighting Inc. 

7595 N. Del Mar Avenue 
Fresno, CA 93711 

Tel: 559-438-5800 

Fax: 559-438-5900 
bk@attitude.com 


Baader-Brown Mfg. 
4220 Springfield Jamestown Road 
Springfield, OH 45502 


BACI by Remcraft 
12870 NW 45th Avenue 
Miami, FL 33054 


Tel: 800-3. 
Fax: 305-687-5069 


Bairstow Distributing Co 
PO Box 20097 

1785 Ellsworth Ind. Drive 
Atlanta, GA 30325 

Tel: 800-241-8990 

Fax: 404-355-2046 


Baldinger Architectural Lighting 
19-02 Steinway Street 

Astoria, NY 11105 

Tel: 718-204-5700 

Fax: 718-721-4986 


Baldwin 

841 East Wyomissing Blvd 
PO Box 15048 

Reading, PA 19612 
800-437-7448 

Fax: 800-255-9785 


Ballastronix Inc. 


PO Box 250 

Amherst, NS B4H 372 
Canada 

D 902-667-4600 


Balzers 

46249 Warm Springs Blvd. 
Fremont, CA 94539 

Tel: 510-651-1232 

Fax: 510-651-1669 


Balzers Thin Film Components 
32980 Alvarado Niles Road 


2 


Suite 7 
Union City, CA 94586 
Tel: 510-471-1232 
Fax: 510-471-1777 


Banci Spa 
111 Rhode I 
San Francisco, CA 94103 
415-626-9600 
415-626-4539 


Bartco 

17812 Jamestown Lane 
Huntington Beach, CA 92647 
Tel: 714-848-0892 

Fax; 714-848-6843 
edbarton@bartcolighting.com 
www. bartcolighting,com 


sic Source Inc. 
он! Court 


707-586-5485 
icsourcelighting,com 
www.basicsourcelighting.com 


Basler Electric 

PO Box 269 

Route 143 
Highland, IL 62249 
618-654-2341 

: 618-654-2351 
www.basler.com 


Bausch & Lomb 
One Bausch & Lomb Place 
Rochester, NY 14604-2701 


jsteele@bausch,com 
www.bausch.com 


BAVCO Manufacturing Co. Inc, 
17 Joyce Street 

Lynn, MA 01983 

Tel: 781-586-9576 

Fax: 781-586-9578 


BE Designs, Inc. 

PO Box 3670 
Wantagh, NY 11793 
Tel: 516-221-4227 

Fax: 516-221-5333 
bedesign@webspan,net 


Beacon Light Products 
723 Taylor Avenue 
Meridian, ID 83642 
Tel: 208-888-5905 
Fax; 208-888-7433 


Bear Grass Studios 
PO Box 370 
Arivaca, AZ 85601 
Tel; 520-398-9510 


Beasley Metal Art Specialties 
2318 Poulin Avenue 

Grand Prairie, TX 75050 
Tel: 972-642-8878 

Fax: 972-642-2812 
beasley@by-rite.net 

www. By-Rite.net/Beasley 


Lighting Source Directory 


Bega/US 
1005 Mark Avenue 
Carpinteria, CA 93013 
Tel: 805-684-0533 
Fax: 805-684-6682 


Beghelli Inc. 

3837 Commerce Parkway 
Mirmar, FL 35025 

Tel: 954-442-6600 

Fax: 954-442-6677 
beghelli&beghelliusa.com 
www light-link.com/beghelli 


Belfer Lighting 

1703 Valley Road 
Ocean, NJ 07712 
2-493-2666 
Fax: 732-493-2941 
sales@belfer.com 
www. belfer.com 


Belmet 

505 Margan Avenue 

Brooklyn, NY 11222 

fel: 718-782-3554 
718-782-4304 


Ben-Brite, Inc 

774 Bridget Drive 

A 95136 
8322 

Tel: 408-978-8337 

Fax: 408-978-9034 
benbrite@ix.netcom.com 


Bend-A-Lite Flexible Neon 
6292 Windlass Cire! 
Boynton Beach, 
Tel: 561-738-5300 
561-738-5055 
info@bendalite.com 


Berchtold Corporation 

PO Box 60399 

Charleston, SC 29419 

т 3-5135 

43-569-0100 

"ax: 843-569-6133 
berchtoldusa@berchtoldusa.com 
www.berchtoldusa.com 


Bernard Collin & Co, 
23852 Pacific Coast Hwy, #198 


Bernard Pecaso Lighting, Inc. 
395 Wythe 
Brooklyn, NY 11211 
Tel: 718-599-4579 
Fax: 718-963-2868 


Berwick Lighting Corp. 
S. Poplar Street 


Best Devices Co 
3190 West 32nd Street 
Cleveland, OH 44109 


Best Lighting Products 
2092 S. Grand Avenue 
Santa Ana, CA 92705 


Fax: 614-833-0025 


Best Power, Unit of General Signal 
PO Box 280 

Necedah, WI 54646 

Tel: 800-356-5794 

Fax: 608-565-3448 


Beta Lighting 
1200-92nd Street 
Sturtevant, WI 53177 
Tel: 414-886-2800 
Fax: 414-886-2779 


Avenue 
Farmingdale, NY 11735-6906 
el: 516-293-3200 
: 516-293-3288 


Bieber Lighting Corp. 
970 W Manchester Blvd. 
Inglewood, CA 90301 
Tel: 800-243-2375 

Fax: 310-216-0333 
bieber&pacbell.net 


Big Beam Emergency Systems Inc. 
E. Prairie Street 

x 518 

stal Lake, IL 60039-0518 
15-459-6143 

Fax; 815-459-6126 

p-huber&bigbeam.com 

www.bigbeam.com 


Bigorre Aerospace Corp. 
6543 - 46th Street North, 
Suite 1107 


Pinellas Park, FL 33781 


Fax: 727. 
eladjimi&aol.com 


Birchwood Lighting, Inc. 
610 S. Grand Avenue #101 
Santa Ana, CA 92705 


550-7151 
:hwoodlighting.com 
www.birchwoodlighting.com 


BJB Electric Corp. 
POB 968 

Ringgold, GA 30736 
Tel: 706-965-2526 
706-965-2528 


, PA 19406 
Tel; 610-277-2910 
Fax: 610-277-2956 


BL Innovative Lighting 
Ist Avenue 
Vancouver, BC VSP 1K7 
nada 

: 604-874-4405 

: 604-321-0445 
bl@mortimer.com 
www.mortimer.com/b&l 


The Black Bag Co. 

PO Box 15786 

North Hollywood, CA 91615 
Tel: 818-760-3456 

Fax: 818-985-3696 


Blackman Design Associates 
248 Columbia Turnpike 
Florham Park, NJ 07932 

Tel: 973-377-8006 

Fax: 973-377-4887 
christiecomm@thegrid.net 


Blue Rock Studio 
PO Box 3259 
Friday Harbor, WA 98250 


The Bodine Company 

PO Box 460 

36 Mount Pleasant Road 
lierville, TN 38027-0460 
Tel: 800-22; 


y Gbodine.com 
www.bodine.com 


Bolder Technologies Corp. 
4403 Table Mountain Drive 
Golden, CO 80403-1636 
Tel: 303-215-7200 

Fax 5-2500 


Boston Optical Fiber 
155 Flanders Road 
Westborough, MA 01581 
Tel: 508-836-2700 

Fax: 508-836-2722 
info@bostonoptical.com 
www.bostonoptical.com 


Bowers Manufacturing 
8685 Bowers Avenue 
South Gate, CA 92648 
Te 3-566-2111 
213-567-1083 


Boyd Lighting Co. 
Folsom Street 
ncisco, CA 94107-1007 


kobrien@boydlighting.com 
www. boydlighting.com 


Brandon Industries Inc. 
1601 W. Wilmeth Road 

TX 75069-8250 
1274 

2-3000 

1015 
Brandon@brandonmail.com 
www. brandonmail.com 


lery, Inc. 
Street 


Brass Light G 


Milwaukee, 
Tel; 800-243-9595 
414-271-8300 


reckard@axisnet.net 
www. brasslight.com 


Brass Reproductions 
9711 Canoga Avenue 
Chatsworth, CA 91311 
Tel: 800-828-5858 
Fax: 818-709-5918 


Brentwood Lighting Co. 
11961 San Vicente Boulevard 


9715 Soreng Avenue 

Schiller Park, IL 60176 
Tel: 800-521 
Tel: 708-678-. 
: 800-343-1779 
Fax: 708-678-0852 


Brightline 
33-4 McGovern Blvd 


michaelz@brightlines.com 
www. brightlines.com 


Bristolite Skylights 
PO Box 2515 

Santa Ana, CA 92707 
Tel: 800-854-8618 
Fax: 714-540-5415 
www. bristolite,com 


Bronzelite 
PO Box 606 
San Marcos, TX 78667 


BROWNLEE 
LIGHTING 


Brownlee Lighting Inc. 
4600 Dardanelle Drive 
Orlando, FL 32808-3832 
fel: 800-318-6768 
: 407-297-3677 
407-297-3705 

ax: 407-297-3705 
info@brownlee.com 

www. brownlee.com 
Brownlee is a leading manu- 
facturer of energy-efficient 
luminaires. Today, with a 
modern new plant, a new 
staff and sharp reps in each 
of the states, we have expand- 
ed our offering with the 
introduction of a new upgrad- 
ed line. Sconces, ceiling lumi- 
naires and vanities are shown 
in the new Decorative 
Collection catalog. We're 
ready to serve you! 


BRUCK 
Bruck Lighting USA 
3505-L5 Cadillac Avenue 
Costa Mesa, CA 92626 
Tel: 714-424-0500 
Fax: 714-424-0505 
Bruck is a leader among innovative 
enterprises in the area of low-volt- 
age halogen cable and track sys- 
tems. Pioneer of a new approach 
to design, Bruck has been a devel- 
oper and promoter of new standards 
in aesthetics, product quality and 
safety. As a result, Bruck is a manu- 
facturer leading the way. 

See our ad on page 21. 


Bryant Electric Inc./Division of 
Hubbell Corporation 

185 Plains Road 

Milford, CT 06460 

Tel: 203-876-3600 

Fax: 203-876-3675 


Buhl Electric Inc. 
14-01 Maple Avenue 
07410 
26-7473 
23-2800 
-423-2854 


Buhl Optical Co. 
1009 Beech Avenue 
Pittsburgh, PA 15233 
Tel: 800-245-4574 
Tel: 412-321-0076 
Fax: 412-322-2640 


Burgess Battery 

1315 N. Bolton Road 
Freeport, IL 61032 
Tel: 815-233-1966 

Fax: 815-232-8772 


С 


C.E.W. Lighting, Inc./Spartan 
14040 Welch Road 

Dallas, TX 75244 

Tel: 800-239-5267 

Tel: 972-960-1993 

Fax: 972-387-9711 


C.P. Lighting Inc. 

P O Box 1183 
Pottsville, PA 17901 
Tel: 800-543-2297 
Tel: 717-628-9630 
Fax: 717-628-9633 
Fax: 717-628-4021 
info@cplighting.com 
www.cplighting.com 


CAIG Laboratories, Inc. 
12200 Thatcher Court 
Poway, CA 92064-6876 
Tel: 619-486-8399 

Fax: 619-486-8398 
caig123@aol.com 
Www.caig.com 


California Casting Company 


760-436-8844 
Fax: 760-635-0004 


Canadian Cold Cathode Ltd 
500 Hensall Circle, Unit #7 
M ида, ОМ 15А 1Y1 
Canada 

905-848-2255 

‘ax: 905-848-9737 


Canplas Industries (Canlet) 

31 Patterson Road, PO Box 1800 
Barrie, ON L4M 4V3 

Canada 

Tel; 705-726-3361 

Fax: 705-726-8991 
canlet@canplas.com 
www.canlet.com 


Capri Lighting/Thomas Lighting 
6430 East Slauson Avenue 

Los Angeles, CA 90040 

Tel: 323-726-1800 

Fax: 323-724-4392 
thomasitg@aol.com 
www.thomaslighting.com 


Carl Close Jr Hammersmiths 
558 West Hollis Street 


Fax; 603-889-6301 


Carley Lamps, Inc. 
1502 West 228th Street 
Torrance, CA 90501 
-8474 
10-534-2912 
carleylmps@aol.com 
www.carleylamps.com 


Carpenter Emergency Lighting 
702 Charlton Avenue 
Charlottesville, VA 22903 

Tel: 804-977-8050 

Fax: 804-977-1443 


Carter Products Co., Inc. 
437 Spring Street NE 
Grand Rapids, М1 49503 
Tel: 616-451-2928 

Fax: 616-451-4330 
sales@carterproducts.com 


Casa Talamantes 

529 Adams NE 
Alburquerque, NM 87108 
Tel: 505-265-2977 


Casablanca Fan Co. 

761 Corporate Center Drive 
Pomona, CA 91768 

Tel: 888-227-2178 

Tel: 909-629-1477 

Fax: 909-629-0958 


Casella 
PO Box 410357, 111 Rhode 


Fax: 415-626-4539 


Castmor Products Ine 
4756 Beidler Road 
Willoughby, OH 44094 
Tel; 440-953-1103 

Fax: 440-953-1243 


Catalina Lighting Inc 
18191 NW 68th Avenue 


Fax: 305- 3993 
www.catalinaltg.com 


CC Custom Products, Inc 
3153 Albright Road SE 
Newark, OH 43056 

Tel: 614-763-0039 

Fax: 614-763-2667 


==! 


CCI 
1609 Barclay Blvd. 
Buffalo Grove, IL 60089 
Tel: 847-541-4020 
Fax: 847-541-4026 
Tired of light fixtures that only last 
6,000 to 10,000 hours? CCI now 
offers a full line of high intensity 
LED fixtures with 100,000 hours of 
life. Designed for indoor and out- 
door applications, our product will 
truly complement your architectur- 
al projects, Available in a variety of 
colors, voltages and styles. 

See our ad on page 22. 


CD Lighting, Inc. 

10461 West 163rd Place 
Orland Park, IL 60462 
Tel: 708-873-9191 

Fax: 708-873. 


Celestial Lighting 

14009 Dinard Avenue 
Santa Fe Springs, CA 90670 
Tel: 800-233-3563 

Fax: 562-802-2882 


Century Lighting 
40-22 College Point Blvd. 
Flushing, NY 11354 


Cereske Electric Cable Co. 

PO Box 23872, 1688 24th Street 
Oakland, CA 94607 

Tel: 800-522-9975 

Tel: 510-832-3546 

Fax: 510-832-2107 


CFI Fluorescent 

525 Education Road 
Cornwall, ON K6H 6C7 
Canada 

Tel: 514-636-0670 

Fax: 514-636-0460 


Channel One Lighting Systems 
1522 E, óth Street 
Tulsa , OK 74120 
Tel: 918-587-2063 
Tel: 918-252-2663 
Fax; 918-587-9805 


Chapman Mfg Co. Inc. 

PO Box 354, 481 W. Main Street 
Avon, MA 02322 

Tel: 508-588-3200 

Fax; 508-5: 


Charles Loomis Inc. 


11828 112th 
Kirkland 
55-0471 


Tel: 800- 
Te 23-4560 
Fax: 425-823-8654 
loomislights@msn.com 


Charleston Lighting & 
Manufacturing Inc 

208 N. Beltline Hwy. 
Mobile, AL 36607 
Te 78-0072 


www.charlestonlighting.com 


Chauvet and Sons, Inc. 
7750 NW 44th Street 
Sunrise, FL 33351 


Chauvin Arnoux, Inc, 
99 Chauncy Street 
Boston , MA 02111 


Cherry Tree Design, Inc 
34154 East Frontage Road 
Bozeman, MT 59715 

Tel: 800-634-3268 

Tel: 406-582-8800 

Fax: 406-582-8444 
CTDMT@AOL.COM 
cherrytreedesign.qpg.com 


Chimera 

1812 Valtec Lane 

Boulder, CO 80301 

Tel: 888-444-1812 
303-444-8000 

Fax: 303-444-8303 
chimera@usa/net 
www.chimeralighting.com 


China Electric Mfg. Corp. 
913 K Streek, Suite A 
Sacramento, CA 95814 
Tel: 916-442-3328 

Fax: 916-442-8386 


ch s 
126 Chloride Road 
Burgaw, NC 28425 
Tel: 910-259-1000 
Fax: 910-259-1149 
Chloride&aol.com 
www.Chloridesys.com 


LIGHTING STSTEWS 


BRUCK, the leader in the field of low-voltage 


rack anc 


` technology, introduces SHOU. 


luminum 


cre le system. 
SHOU is one of seven different systems 

manufactured by BRUCK LIGHTING SYSTEMS. 

714 424-0500 Fax 714 424-0505 Costa Mesa, California 
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Christie Шез Ltd 
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nada Te 


Cinemills Cc 
3500 W. Magne 


Burbank, CA ¢ 


akeshore Blvd. F 
x, ON M5A 1C1 


13-4560 


Fax: 818-843-7834 


Circle D Lights 


)son Ironworks 339 13th 


www.circle-d.com 


-\ 
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Next Scheduled Maintenance 


Year 2018 


100,000 Hours Of LED Life 
With No Color Loss 


Our LED lighting fixtures illuminate the Madison Street Bridge 
in Chicago and have set new standards in longevity for 
high-intensity architectural lighting. 


The waterproof design is available in a variety of colors, 
voltages and sizes for both indoor and outdoor use. At CCI, our 
specialty is providing a custom product to fit your specific 
project requirements. And, like our product, our superior 
customer service and on-time delivery are second to none. 


For detailed product information: 


1609 Barclay Blvd. 

. Buffalo Grove, Illinois 60089 
Phone (847) 541-4020 
Fax (847) 541-4026 


Circle No. 12 on product service card 
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Classic Lamp Pos 
of Rotocast International Inc 
3645 NW 67th Street 


Fax: 305-836-1296 


VWW.rotocast.com/classic 


CLI Fixtures 
68-730 Summit Drive 


Cathedral City, CA 92234 


www.clifixtures.com 


Inc 


cliffordvt.cor 


Coherent Inc, Lase 
5100 Patrick Henr 
Santa Clara, CA 95054 
Tel: 800-227-1995 


Tel: 408-764-4000 


Fax: 408-764-4800 


Coherent-Auburn Group 
2303 Lindberg 
Auburn, CA € 


Tel; 916-888-5107 


Fax: 916-889-5354 


yr Kinetics Incorporated 


Division of NSI 


Tel: 503-404-5 
Fax: 503-404-5600 

Susan@NsICorp.com 
www.NSICory 


Columbia Ligh 


3808 М. Sullivan Road 
Spokane, WA 99216 
Tel: 509-924-7000 


Fax: 509-921-7539 


www.columbia-ltg.com 


Comercializadora | Electromec 
SA de CV 

2498 Roll Drive, Suite 850 
San Ysidro, CA 92173 

Tel 
Fax 


cemsa@telnor.net 


Commercial Electronics, Ltd. 
1335 Burrard Street 
Vancouver, BC V6Z 1Z7 
Canada 

604-669-5525 
604-669-6347 

ce pro&comlectron.com 
WWwW.comlectron com 


Commonwealth Sprague 
Capacitor, Inc. 

11 Brown 

North Adams, MA 01247 
Tel: 413-664-9943 

Fax: 413-664-0756 


Compulite R & D 
PO Box 303 
Cheshire 


73743,3541G compuserve.com 


Con-Tech Lighting 
(Conservation Technology Ltd.) 
3865 Commercial Avenue 
Northbrook, IL 60062 

Tel: 847-559-5500 

Fax: 847-559-5505 


Conant Custom Brass, Inc 
266-270 Pine Street 
Burlington, VT 05401 

Tel: 800-832-4482 

Fax: 802-864-5914 
store@conantcustombrass,com 
www.conantcustombrass.com 


Concealite Emergency Lighting 
702 7th Avenue SW 
Pipestone, MN 56164 


Tel: 507-825-2907 


www.concealite.com/info 


Concept Plastics Inc. 
PO Box 847 

2637 E. Green Drive 
High Point, NC 27261 
800-845-2732 
Fax: 910-889-5752 


Concord Lighting 
90 Albany Avenue 
Freeport, NY 11520 
Tel: 516-868-9000 
516-868-9230 


Conservation Alliance, Inc. 
1266 Main Street South 
Southbury, CT 06488 

Tel: 203-264-1300 

Fax: 203-264-1301 


Consolidated Display Co., Inc. 
31 W. 630 Schoger Drive 
Naperville, IL 60564 

Tel: 630-851-8666 

Fax: 630-851-8756 


Constantine N. Polites & Co. 
833 Guenther Avenue 
Yeadon, PA 19050 

"Tel: 610-626-4643 

Fax: 610-543-4248 
www.scaffolding.com 


Constellation, Inc. 

3159 North Seminary Avenue 
Suite 209 

Chicago, IL 60657 


Continuum Technologies 
Corporation 

3705 Memorial Road, Suite 403 
Oklahoma City, OK 73134 

Tel: 405-717-1000 

Fax: 405-717-1099 
www.continuumcorp.com 


Contrast Lighting 
1009 Pare Industriel 
t,-Jean-Chrysostome, PQ GOZ 1C5 


418-839-4624 
418-839-7057 

infos@contrastlighting.com 

www.contrastlighting.com 


Convenience Group Inc 
3M Canada 

154 Norseman Street 
Toronto, ON M8Z 2R4 
Canada 

Tel: 416-233-6900 

Fax: 416-233-1215 
electric&conven.com 
www.conven.com 


Convenience Products Electrical Ltd. 
152 Norseman Street 

Toronto, ON M8Z 2R4 

Canada 

Tel: 416-233-6900 

Fax: 41€ 


The Cooke Corp. 

600 Main St , Р.О. Box 888 
Tonawanda, NY 14150 

Tel: 716-833-8274 

Fax: 716-836-2927 
@cookecorp.com 
www.cookecorp.com 


c“ E Lighting 


Cooper Lighting 

400 Bu Road 

Elk Grove Village, IL 60007 

Tel: 847-956-8400 

Fax: 847-806-1537 
talktous@cooperlighting.com 
www.cooperlighting.com 

Cooper is one of the largest manu- 
facturers of lighting fixtures serv- 
ing commercial, industrial, utility 
and residential markets, Its brands 
include Halo Lighting, Metalux 
Lighting, Sure-Lites, Lumark 
Lighting and McGraw-Edison, Iris 
Lighting Systems, Portfolio and 


sq.-ft. Customer First Center in 
Peachtree City, GA. 
See our ad on page 9. 


Cooper Lighting/Canada 
5925 Mclaughlin Road 
Mississauga, ON L5R 1B8 
anada 

Tel: 905-507-4000 

Fax: 905-568-7049 


Cooper Lighting/Canada 
1121-23B Street NE 
Calgary, AB T2E 7V9 
Canada 

Tel: 403-250-7686 

Fax: 403-291-3581 


Cooper Lighting / Canada 
1220 Rue Berger 
Chomedey, PQ H7L 5A2 
Canada 

Tel: 514-975-4500 

Fax: 514-972-2695 


CopperMoon, Inc 

PO Box 888934 

Atlanta, GA 30356 

Tel: 800-727-5483 

Fax: 888-843-6006 
carbone&coppermoon.com 
www,coppermoon.com 


Corbett Lighting Inc 
2727 Northaven Road 
Dallas, TX 75229 

Tel; 800-527-1784 
Tel: 972-241-8800 
Fax; 972-241-4239 
kwkavanagh@aol.com 


Corner Lamps 

10267 University Avenue NE 
ne, MN 55434 

Tel: 612-783-3776 

Fax: 612-783-7992 
corner&mm.com 


Coronet Chandelier Originals 
12-16 Grand Blvd. N 
Brentwood, NY 11717 

Tel: 516-273-1177 

Fax: 516-273-1247 
CORONETGSPEC.NET 


Costich Co. 

15509 NE 129th 

Brush Prairie, WA 98606 

Tel: 360-254-5416 

costich@pacifier.com 
members.tripod.com/-costich 


Cougar Worldwide, Inc. 
PO Box 90610 

85 М. Raymond Avenue 
Pasadena, CA 91109 
Tel: 626-405-0742 

B 626-405-8818 


Creative Systems Lighting (CSL) 
27615 N. Avenue Hopkins 
Valencia, CA 91355-3493 

Tel: 800-642-2286 

Fax; 805-257-1554 
cslsales@csllighting.com 
www.csllighting.com 


Lighting Source Directory 


1999 


Crestron Electronics 
101 Broadway 
Cresskill, NJ 07626 
Tel: 201-767-3400 
Fax: 201-767-1903 


Crisa Corp./ Philip Goldin Assoc, 
PO Box 0365 

842 Merrick Road 

Baldwin, NY 11510 

Te 16-868-6666 

Fax: 516-867-2240 


Crouse-Hinds 

PO Box 4999 
Syracuse, NY 13221 
Tel: 315-477-5271 
Fax: 315-477-5118 


Crownlite Mfg Corp. 
1546 Ocean Avenue 
Bohemia, NY 11716 
Tel; 516-589-9100 
Fax: 516-589-4584 
crownlite@aol.com 


Crucial Power Products 
5900 Triumph Street 
Commerce, CA 90040 
Tel: 800-244-4069 

Fax; 800-246-2346 
criticalpower@msn.com 


ir Lighting; 


Fifth Avenue Lighting 
2 Bergen Turnpike 


Crystal Farm 

18 Antelope Road 
Redstone, CO 81623 
Tel: 970-963-2350 
"ax: 970-963-0709 
cfarm@rof.net 


Crystalite Industries Inc 

3241 North Federal Highway 
Pompano Beach, FL 33064 
Tel: 954-789-9890 

Fax: 954-786-9896 


Current Industries 
32000 Aurora Road 
Solon, OH 44139 

Tel; 216-519-0327 

Tel: 888-347-1477 
Fax: 216-519-0347 
John_Moore@adlt.com 


Custom Cable Corp. 

PO Box 1050, 242 Butler Street 
Westbury, NY 11590 

Tel: 800-823-3600 

Tel: 516-334-3600 


Custom Shades 
4434 NW 35th Court 
Miami, FL 33142 
Tel: 305-633-1653 


Fax: 305-635-1037 


CW Cole & Company Inc. 
2560 N. Rosemead Blvd. 

South El Monte, CA 91733-1593 
Tel; 626-443-2473 

Fax: 626-443-9253 
colelighting@earthlink.net 


CX Design Inc. 

550 Broadway, 4th Floor 
New York, NY 10012 
Tel: 888-431-4242 

Tel: 212-431-4242 

Fax: 212-431-4286 


Cylinear 

8530 W. Central Avenue 
Sylvania, OH 43560 

Tel; 419-882-8192 

Fax: 419-843-9123 


Cypress Creek š 
140 Mulberry š a 
Collierville, TN 3801 
901-853-4099 

x: 901-854-5020 


D 


D'ac Lighting 

420 Railroad Way 
Mamaroneck, NY 10543-0262 
Te 14-698-5959 

Fax: 914-698-6061 
kwkavanagh@aol.com 


D'Lights 

532 W. Windsor Road 
Glendale, CA 91204 
Tel: 818-956-5656 
Fax: 818-956-5657 
dinfo@dlights 
www.dlights.com 


Dabmar 
20935 Nordhoff Street 
Chatsworth, CA 91311 
Tel: 818-349-1138 

Fax; 818-349-0340 
PANUNI@ix.netcom.com 
www.dabmar.com 


Daburn Electronics & Cable Corp. 
224 Pegasus Avenue 

Northvale, NJ 07647 

Tel: 201-786-5400 

Fax: 201-768-9642 
daburn@daburn.com 

www, daburn.com/~daburn/ 


Dainolite 
Units 2 & 3, 


1750 Courtney Park 


Fax: 905-564-1299 
dainolit@netcom.ca 


Dale Tiffany, Inc, 
12866 Ann Street 
Santa Fe Springs, CA 90670 
Tel: 800-328-3253 
Tel: 562-903 
Fax: 562-906- 
info@daletiffany.com 


Dana Lighting 

55 Norfolk Street 
Easton, MA 02375 
Tel: 508-230-9922 
Fax; 508-238-9894 


Daniel R. Smith & Associates Inc. 
1344 S. Killian Drive 
Lake Park, FL 33403 
Tel: 561-8 
Fax: 561-84 


Dark to Light 

590 Washington Street 
Pembroke, MA 02359 
Tel: 617-826-1186 
Fax: 617-826-1196 


David D'Imperio Inc. 
1936 SW 75th Avenue 
Miami, FL 33155 
05-261-2829 

Fax: 305-261-2991 
dimpco@aol 


Davis/Muller Lighting 

28 Beecher Street 
Pawtucket, RI 02860 

Tel: 888-328-6855 

Fax: 888-328-6856 
postmaster@davismuller.com 
www.davismuller.com 


Day Light Controls Inc. 

5325 N. Commerce Avenue #4 
Moorpark, CA 93021 

Tel: 805-529-0119 

Fax: 805-529-9466 
hq@daylightcontrols.com 


Day-Brite Lighting 

(Day-Brite, mcPhilben, Matrix) 
1015 S. Green Street 

Tupelo, MS 38801 

Tel: 601-842-7212 

Fax: 601-841-5596 
www.thomaslighting.com 


Day-O-Lite Fluorescent Fixtures 
126 Chestnut Street 

Warwick, RI 02888 

Tel; 401-467-8232 

Fax: 401-941-2960 
sales@dayolite.com 

www light-link.com/dayolite 


Dazor Mfg Corp. 
4483 Duncan Avenue 
St. Louis, MO 63110 
Tel: 800-345-9103 
Fax: 314-652-2069 
info@dazor.com 
www.dazor.com 


Decotex Lighting 
100 North Mohawk Street 
Cohoes, NY 12047 


Dedotec USA, Inc. 

216 Little Falls Road 
Cedar Grove, NJ 07009 
Tel: 201-857-8118 

Fax: 201-857-3756 


Deep Sea Power & Light 
4819 Ronson Court 

San Diego, CA 92111 
Tel: 619-576-1261 

Fax: 619-576-0219 


Delray Lighting Inc. 

11916 Valerio Street 

North Hollywood, CA 91605 
Tel: 818-982-3701 

Fax: 818-982-3715 


Delta Power Supply, Inc. 
607 Redna Terrace 
Cincinnati, OH 45215 

fel: 513-771-0070 


Denki Corp. of America 
201 Route 17, Suite 300 
Rutherford, NY 07070 
101-507-1881 
201-507-1888 


Deposition Sciences, Inc. 

386 Tesconi Court 

Santa Rosa, CA 95401 

1-7390 

4 573-6700 

Fax: 707-569-3190 
lighting@depsci.com 
Manufacturer of optical thin film 
coatings for heat, color and color 
temperature management in 
lighting systems utilizing HID, 
tungsten halogen and/or other 
types of illumination sources. 
Specializing in hard, highly 
durable, extreme high tempera- 
ture, high efficiency and all 
dielectric thin film coatings to 
effectively and efficiently manage 
heat, color and/or color tempera- 
ture in a variety of OEM lighting 
systems. 


Derek Marshall Lamps & 
Accessories 

85 Upper Road 
Sandwich, NH 03227 
Tel: 800-497-3891 

Fax: 603-284-6237 
dmarshal@lr.net 
www.derekmarshall.com 


Design Electrical Mfg. 
222 Islington Avenue 
Toronto, ON M8V 3W7 
Canada 

Tel: 800-268-0381 

Fax; 416-252-3046 


Design Guild 

220 Fifth Avenue 
New York, NY 10001 
Tel: 201-229-0200 
Fax: 201-229-1623 


ign Lighting Products Со. 
West 2nd Avenue 

‚ AZ 85210 

Tel: 800-843-1602 

Fax: 800-826-2317 

design lighting@worldnet.att.net 
www.designitg.com 


Design Specialty Inc. 

14524 Latrobe Drive 
Colorado Springs, CO 80921 
Tel: 719-488-3036 

Fax: 719-488-3036 
sales@chaselights.com 
www.chaselights.com 


Designplan Lighting Inc. 
13 Front Street 
Frenchtown, NJ 08825 
Tel: 908-996-7710 

Fax: 908-996-7042 
klapper&designplan.com 
www.designplan.com 


Desisti Lighting 
1109 Grand Avenue 

. Bergen, NJ 07041-1628 
201-319-1100 
Fax: 201-319-1104 


Fax: 714-525-9944 


Devine Lighting Inc. 

One Design Drive 

N. Kansas City, MO 64116 
Tel: 816-221-9440 

Fax: 816-221-3868 


Dez Ryan Studio 
475 Keap Street 
Brooklyn, NY 11211 
Tel: 718-486-5828 


Diamond F Lighting 
1600 Fleetwood Drive 
ilgin, IL 60123 
'7-622-0416 
47-622-1118 
www.diamondf.com 


Diamond Lights 
628 Lindaro Street 


DiCon Fiberoptics, Inc. 
1331 Eighth Street 
Berkeley, CA 94710 

Tel: 510-528-0427 

Fax: 510-528-1519 
www.diconfiberoptics.com 


Digital Lighting Systems Inc. 
7588 NW 8th Street 

Miami, FL 33126 
5-264-8391 

ix: 305-261-6637 
dis@netrus.net 
www.digitallighting.com 


Diversified Lighting Ltd. 
227-M Brunswick Blvd. 
Point Claire, QB HOR 4X5 
Canada 

Tel: 514-694-2702 

Fax: 514-694-0994 
divlight@odyssee.net 


Diversified Lighting Products Inc 
226 Route 109 

Farmingdale, NY 11735-1595 
Tel: 800-484-7163, ext. 8330 
Fax; 516-293-8598 
ericrpm@aol.com 


Diversitronics Inc. 
231 Wrightwood 
Elmhurst, IL 60126 


www diversitronics.com 


DM Lighting 
5983 Smithway Street 
Commerce, CA 90040 


DMF Lighting 
5370 West Jefferson Blvd., #3 
ЈА 90016 
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Tel: 800-441- 
Tel: 213-934-7779 

x: 800-363-9666 
Fax: 213-934-9886 
dmfltg@aol.com 
www.dinf-lighting.com 


DN Labs Inc. 

1430 Willamette Street, Suite 18 
Eugene , OR 97401 

Tel: 541-484-1977 

Fax: 503-485-4016 


Dong Yang Transformer Co. 
4688 Chelsea Lane 

Lake Oswego, OR 97035 
Tel: 503-699-0675 

Fax: 503-699-0697 


Donovan Design Co. 

127 Little Fresh Pond Road 
Southampton, NY 11968 
Tel: 516-283-8175 

Fax: 516-283-8175 


Donovan Lighting Ltd. 
247 Middaugh Road 


Brooktondale, NY 14817 
Tel: 607- 0 
Fax: 607-273-1153 


donlig@aol.com 


Double 'R' Specialty Molding 

PO Box 21486 

Tampa, FL 33622-1486 

Tel: 813 884 1600 

Fax: 813 886 3884 

elev@gte,net 
home1.gte.net/elev 


Doug Fleenor Design 

396 Corbett Canyon Road 
Arroyo Grande, CA 93420 
| Tel; 805-481-9599 

| Fax: 805-481-9599 
doug@dfd.com 
www.dfd.com 


Douglas Lighting Controls 

345 Isabey 

St. Laurent, QB H4T 1Y2 

Canada 

Tel: 514-342-6581 

Tel: 604-873-2797 (Vancouver, BC) 
I 514 135 

Fax: 604-873-6939 (Vancouver, BC) 
pdmmc600@total.net 


Douglas Power Equipment Ltd 
2077 Alberta Street 

Vancouver, BC V5Y 1C4 
Canada 

Tel: 604-873-2797 

Fax: 604-873-6939 


Dove Systems 

3363 Sueldo Street, Unit E 
San Luis Obispo, CA 93401 
5-541-8292 
805-541-8293 

Чоу 


Drama Lighting Inc. 
84 Aero West 
Buffalo, NY 14225 
Tel: 716-626-9300 
Fax: 716-626-1055 
drama@pce.net 


Dream 2 Design Corporation 
23520 Telo Street Suite #11 


DSA/Phototech, Inc. 
3383 Livonia Avenue 
Los Angeles, CA 90034 
310-559-9870 


Fax: 310-559-9815 


Lighting D 
90 Fieldstone Court 
Cheshire, CT 06410-1212 
Tel: 203-699-3000 

Fax: 203-699-3176 


Dunsford 
PO Box 2554 
Vashon Island, WA 98070 


www.dunsford.com 


Dura Corp, 

48-15 32nd Place 

Long Island City, NY 11101 
Tel: 718-706-6400 

Fax: 718-786-2863 
dura@duracorp.com 

www. duracorp.com 


Duray Fluorescent Mfg. Co. 
2050 W. Balmoral Avenue 
Chicago, IL 60625 

Tel: 773-271-2800 

Fax: 773-271-4410 


Durimex, Inc. 
t Southern Avenue 
А 92665 


714-921-8125 
durimex@juno.com 


Duro-Lite Lighting 

4101 W. 123rd Street 
Alsip, IL 60658 

Tel: 800-720-DURO (3876) 
Fax: 708-371-0627 


Duro-Test Canada Inc. 
419 Attwell Drive 
Rexdale, ON M9W 5W5 
Canada 

Tel: 800-268-4749 

Tel: 416-675-1623 

Fax; 416-675-8875 


Duro-Test International 

9 Law Drive 

Fairfield, NJ 07004 

Tel: 800-289-3876 

Tel: 201-808-1800 

Fax: 201-808-2666 
kurtkersting@duro-test.com 


Dynamic Lighting Inc. 
8710 Scranton 
Houston, TX 77075 
Tel: 800-364-0098 
Tel: 713-910-4300 
Fax: 713-910-4391 


Dynaray Emergency Lighting 
PO Box 969 

Westbrook, CT 06498 

Tel: 860-388-3007 

Fax: 860-388-6557 


E 


E.G.L. Company, Inc. 

100 Industrial Road 
Berkeley Heights, NJ 07922 
Tel: 908-508-1111 

Tel: 908-508-1122 
www.egl-neon.com 


EAL Lighting Corp. 
PO Box 1787 


Fax: 800-815-1527 


Early American Tin Lighting 
Route 42 S 

Dayton, VA 22821 

Tel: 540-879-9798 


Earthenware Designs Studio, Inc 
380 E Fort Lowell Rd, Suite 229 
Tucson, AZ 85705-3981 

Tel: 520-623-6050 
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EBW Electronics 

701 Commerce Court 
Holland, MI 49424 

Tel: 800-787-0575 

Fax: 616-786-0513 
104571.426@compuserve.com 
www.ebw-electronics.com 
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Echelon Corporation 
4015 Miranda Avenue 
Pal Alto, CA 01760 
Tel: 650-855-7400 
Fax: 650-856-6153 
lonworks@echelon.com 
www.echelon.com 


Eclipse Lighting Inc. 
3123 N. Pulaski Road 
Chicago, IL 60641 
Tel: 773-481-9161 

ax: 773-481-0729 
eclipse@igcom.net 


ipse Technologies 
3 Pebble Ridge Court 
ville, MD 20854-2650 


Ecolite Mfg. 

E. 9919 Montgomery 
Spokane, WA 99206 
Tel: 509-922-8888 
Fax: 509-922-8866 


Ecopower 

1661 Hillside Drive 
London, ON N66 2R1 
Canada 

Tel: 519-472. 
Fax: 519-472-2 
WWW.ecopower.net 


Edison Lighting Fixture Mfg. 
569 W. 17 Street 

Hialeah, FL 33010-2412 

Tel: 305-888-8849 

Fax: 305-883-0005 
edisonltg@spynet.com 


Edison Price Lighting 
409 60th Street 
New York, NY 10022 
Tel: 212-521-6900 
Fax; 212-888-7981 
info@epl.com 


Edwin Gaynor Co, 

200 Charles Street 
Stratford, CT 06497 
Tel: 800-342-9667 

Tel: 203-378-5545 

Fax: 800-342-9667 

Fax; 203-381-9019 
edwin.gaynor@snet.net 
egaynor.com 


Effetre USA 

980 NE 126 Street 
North Miami, FL 33161 
Tel: 305-891-4001 
305-891-0605 


Eide Industries Inc. 
16215 Piuma Avenue 
Cerritos, CA 90703-1528 
Tel: 800-422-6827 

Tel: 562-402-8335 

Fax: 562-924-2233 
goboplace@aol.com 
www.cideindustries.com 


Eiko Ltd. 

23220 W. 84th Stree 
Shawnee, KS 66227 
Tel: 913-441-8500 
Fax; 913-441-6679 


ELA Company, Inc 

17891 Arenth Avenue 

City of Industry, CA 91748 
Tel: 626-965-0821 

Fax: 626-965-9494 


Elation Entertainment Products 
Street 
А 90058 


Elco Lighting 

3644 t Ham Drive 
Culve ZA 90232 
Tel: 310-204-0488 

Fax: 310-204-1210 


Electripak 
1555 Lynnfield Road 
Memphis, 38119 


Tel: 800-888-0211 
Fax: 800-888-1016 


Electrix Inc. 
45 Spring 


et 


New Haven, CT 06519 
Tel: 
Fax: 203-624-7545 


@msn.com 


Sutton Place 
Santa Rosa, CA 95407 


2lectro/Connect / Thomas Lighting 
1051 South Green Street 

Tupelo, MS 38801 

Tel: 601-842-7212 

Fax: 601-841-5596 


Electrol Engineering Inc. 
500-A Bynum Road 
Forest Hill, MD 21050 
Tel: 800-347-4875 

Fax: 410-638-2878 
Electrol@prodigy.net 


Electronic Designers, Inc. 
40-06 Oser Avenue 
Hauppauge, NY 11788 
Tel: 516-231-4321 

Fax: 516-231-4372 


‘lectronic Lighting Inc. 
200 Central Court 
A 94560 

3 -395-5767 
Fax: 510-795-0870 
smartstart@elinet.com 
www.elinet.com 


Electronic Theatre Controls, Inc 
3030 Laura Lane 

Middleton, WI 53562 

Tel: 608-831-4116 

Е 608-836-1736 
www.etcconnect.com 


Electronics Diversified Inc. (EDI) 
1675 Cornelius Pass Road 

Hillsboro, OR 9712: 
Tel 800-5 


"ax: 503-629-987 
info&edionline.com 
www.EDIOnline.com 


Elektralite 
80 Sea Lane 
rmingdale, NY 11735 


maria68@ibm.net 
www.glltd.com 


Elite Technologies 

3055 Del Sol Blvd., Unit C 
San Diego, CA 92154 

: 619- 


T 
v619-424-1017 


Elliptipar Inc 
114 Orange Avenue 
West Haven, 06516-9913 


Tel: 203-931-4455 
31-4464 


Elsco Lighting Products Ltd.. 
7440 Tranmere Drive 
Mississauga, ON L58 1K4 


Tel: 905-673-2535 
Fax: 905-673-0792 


EMCO Lighting 
2661 Alvarado Street 


www.emcolighting.com 


ergi-Lite Inc. 
473 Bellville Road 
PO Box 468 

St. Matthews, SC 
Tel: 803-87: 
Fax; 803-874 


29135 
) 
-1262 


Emergi-Lite, Ltd 

1800 Hymus Blvd 
Dorv: al, ОВ H9P 2N6 
nada 


sales&emergi-lite-ltd.com 


Emery Fixtures Inc. 


701 Lantern Lane 
Emporia, KS 66801 


2 316- 343 554 
lights@emery 
www.emery 


ixtures.com 


Emess Lighting Inc. 
One Early Street 
Ellwood City, РА 16117 
Tel: 212-213-0808 

Fax: 212-213-1769 


ко ee 
 ——— 


Enc: apsulite International Inc, 
cutive Drive, #810 


Stafford, 
Tel: 800-22 
281-24 


пһо ymas@encapsulite.com 
www.encapsulite.com 
EncapSulite’s fluorescent Stick 
Lights offer both the versatility 
and uniqueness that has 
enabled many imaginative 
architects to achieve spectacular 
effects without the use of a fix- 
ture. A selection of 21 popular 
colors with lengths ranging 
from 251/4 in. through 96 in. 
and dimming feature add to its 
limitless possibilities. 


Enerex Technology 


Piqua, OH 45356 
Tel: 800-291-1853 
Tel: 937-773-2818 
Fax: 800- 


info@enerextech.com 
www.ent om 
WWw.enerextech.com 


Energex Lighting Industries 
100-858 ser Street 
X 3Y3 


604-327-1850 
Fax; 604-327-1800 
rbelson@direct.com 
www. lookup.com. 
Homepages/79646 


Energy Dezign Corp. 
1756 Thomas Road 
Memphis, TN 38134 
Tel: 901-382-3000 
Fax; 901-382-3001 


Energy Federation Inc. 
14 tech C ircle | 


le rg 
i.org/biz/efi 


rgy Planning Associates Corp. 
1947 High Street 
Longwood, FL 32 
: B88-302-8920 
302-0002 
mikeGretr fitting.com 
www.retrofitting.com 
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Energy Savings Inc 
2266 N. Palmer Drive 
g, IL 60173 


Energy end Inc. (ESI) from 
Chicago is the global technology 
leader of electronic ballasts 

for all fluorescent lamps. 
Microprocessor, Super LampGard, 
Universal Voltage, same ballast for 
different lamps and wattages, 
high efficiency and long lamp 
life, are all exclusive features of 
ESI ballasts. High reliability, 
reasonably priced in very 

small packages. 


Enerlight Corporation 
7833 Cessna Avenue 
Gaithersburg, MD 20879 
Tel: 301- 


1400 E. 36th Street 
Cleveland, OH 44114 
Tel: 216-881-1844 
Fax: 216-391-2709 


Enertron Technologies Inc. 
1215 C Park Center Drive 
Vista, CA 92083 

Tel: 800-537-7649 

Fax: 760-598-5332 
athompson@enertron.com 
www.enertron.com 


ENGINEERED 
LIGHTING PRODUCTS 


Engineered Lighting Products 
10768 Lower Azusa Road 


: 818-579-0943 
818-579-6803 
elp2&aol.com 
www.elplighting.com 
Our efficient luminaires are 
designed to light a room or sur- 
face without glare. They're ideal 
for retail, offices, medical facili- 
ties, institutions, schools and res- 
idences. Numerous lamping con- 
figurations utilizing high color 
rendering fluorescent and metal 
halide lamps are available for our 
wall washers, cove lights, exteri- 
or low-level floodlights and 
indirect 2x2 and 2x4s. 

See our ad on page 27. 


Photo by Christian Wildman 


Indirect lighting from 32’ 
above the ground. 


And other small miracles performed daily.] 


You can’t do this with strip lights in 
your cove. The CL Series of fluores- 
cent cove lights offers predictable 


photometrics that integrate into 


your design. Our patented reflector 
projects light out of the cove and 
into the room, providing ample 
light below. Just think how heavenly 
that could be. For more information 
coll us at 626.579.0943 or visit 


our website at www.elplighting.com. 
Circle No. 13 on product service card 


ENGINEERED 
LIGHTING PRODUCTS 


Engineered Products Company 
15400 28th Avenue N 
Plymouth, MN 5544 
Tel: 800-336-1976 
Tel: 612-551-4880 
Fax: 612-551-4886 
jschuster&engproducts.com 
www.engproducts.com 


EnRel E; 
1485 Triole 

Ottawa, ON KIB 354 

Canada 

Tel: 613-748-1809 

Fax: 613-748-3789 
ism3@easyinternet.net 

EnRel Energy Corp. manufactures 
solar strect lights, 12V DC compact 


Corp. 


Since 1983, EnRel Energy Corp. 
has supplied solar street lamps to 
the police, military, municipalities, 
public works, hospitals, parks, 
insitutions, security, sign advertis- 
ing and hopsitality industries. 


Envel Design Corp. 

31117 Via Colinas, Suite 403 
Westlake Village, CA 91362-4501 
Tel: 818-865-8111 

Fax: 818-865-0204 
envelcord@aol.com 
www.enveldesign.com 


ERCO Lighting 
356 Orenda Circle 
sfield, NJ 07090 


Fax: 908-232-0371 


Eric Industries Inc 

4530 Littlejohn Street 
Baldwin Park, CA 91706 
Tel: 818-814-2381 

Fax: 818-962-6169 
Rickeraser@earthlink.net 


ES Supply 

6097 East Grant Road 
Tuscon, AZ 85712 

Tel: 800-444-0202 
Fax; 800-741-0841 
ssmith@ea Š 
www. 


Esco International Inc 
2050 W. Balmoral 
Chicago, IL 60625 
Tel: 312-271-2800 
Fax: 800-437-1966 


Escort Lighting 

201 Sweitzer Road 
Sinking Spring, PA 19608 
Tel: 610-670-2517 
800-856-7948 
610-670-5170 


Essex Group Inc. 

1710 1 Street 

Fort Wayne , IN 46801 
Tel: 219-461-4908 

Fax: 219-461-4940 


Estiluz Inc. 
211 Gates Road 


Little Ferry, NJ 07643 
Tel: 201-641-1997 


ET Lighting 

1636 E Skyline Drive 
Tuscan, AZ 85718-1164 
Tel: 520-531-1769 

Fax: 520-797-7132 


ETA Systems 

1532 Enterprise Pkwy 
Twinsburg, OH 44087 
Tel: 216-425-3388 

Fax: 216-425-9700 
eta@etasys.com 
Www.etasys.com 


ага 


+ @ Eunofase.. 
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Eurofase 

4590 Dufferin Street 

North York, ON M3H 555 
Canada 

Tel: 416-665-2731 

Fax: 416-665-7671 
sales@eurofaselighting.com 
www.eur ighting.com 


Evenlite Inc 

220 VFW Avenue 
Grasonville, MD 21613 
Tel: 410-827-8844 

Fax: 410-827-9657 


Evergreen Lighting 

12120 East Altamar Place 
Santa Fe Springs, CA 90670 
Tel: 62-944-1198 

Fax: 562-944-3018 
evrnnc@aol,com 


Exacta Transformers of Canada Ltd 
3465 Richelieu Street 

Saint Hubert, QB J3Y 7P9 

Canada 

Tel: 800-980-3596 

Fax: 514-445-0005 


Excel Plastics/American Louver of 


Canada Ltd. 

185 Bridgeland Avenue 
Tornoto, ON M6A 1Y7 
Canada 

Tel: 416-783-8111 

Fax: 416-783-1528 


ExceLine 

2345 Vaushall Road 
Union, NJ 07083 
Tel: 800-334-2212 
Fax: 908-964-1404 


Excelite Inc. 

4500 6th Avenue 

Altoona, PA 16602 

314-943-1155 

ах: 814-946-0157 

Excelite, Inc. manufactures 
exceptional-value fluorescent 
luminaires, both pendants and 
wall sconces. The patented, 
unique-design pendants, both 
single and continuous row, fea- 
ture long twin tube T5 lamps for 
superior energy efficiency. 
Excelite pendants provide com- 
fortable, low brightness indirect- 
direct lighting from perforated 
metal, faux alabaster or acrylic 
diffusers. Complementary 
sconces are ADA compliant and 
available up to two 26W quad 
lamps. 


Excitek Inc 

277 Coit Street 
Irvington, NJ 07111 
Tel: 201-372-1669 
Fax; 201-372-8551 


Eximco Mfg. Co., Inc. 

5311 North Kedzie Avenue 
Chicago, IL 60625 

Tel: 312-463-7333 

Tel: 773-463-1470 


Exitronix 
Divison of Barron Mfgr. Corp. 
2019 W. Lone Cactus Drive 


ledexit&exitronix.com 
Www.exitronix.com 


Expo Design 

105 A Glen Street 
Glen Cove, NY 11542 
Tel: 516-674-1420 
Fax: 516-674-6778 


Expotrans Lightboxes 
19 Corporate Park 
Irvine, CA 92606 

Tel: 949-261-5483 

Fax: 949-261-8646 
rfarrell@expotrans.com 


Extech Instruments Corporation 
Bear Hill Road 

Waltham, MA 02451 

Tel: 781-890-7440 

Fax: 781-890-7864 
extech@extech.com 

com 


www.es 


Exterieur Vert Lighting, LLC 
190 Ninth Street 
San Francisco, CA 94103 


EYE Lighting International of North 
America 

9150 Hendricks Road 

Mentor, OH 44060 

Tel: 888-665-2677 

Tel: 440-350-7030 

Fax: 800-811-7395 

Fax: 440-350-7041 
www.eyelighting.com 
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F.A.D. Lighting 

2545 Sunrise Blvd, #150 
Fort Lauderdale, FL 33304 
Tel: 954-566-7303 

Fax: 954-566-4240 


FABBY Lighting 
450 S. La Bre 
Los Ange CA 90036. 
Tel: 213-939-1388 

Fax: 213- 939-0206 
fabby@fabby.com 


Fabulux Inc. 

295 DeGraw Street 
Brooklyn, NY 11231 
18-625-761 

Fax: 718-625-7661 
fabulux@mindspring.com 


Fail-Safe 
Lighting 
400 Busse Road 

Grove Village, IL 60007 
Tel: 770-486-4800 

Fax: 770-486-4801 
talktous@cooperlighting.com 
www, cooperlighting.com 


Brand of Cooper 


Fallon Luminous Products Corp. 
One Fallon Place 

Spartanburg, SC 29306 

Tel: 864-576-6366 

Fax; 864-587-2929 


FC Lighting 

1152 North Main Street 
Lombard, IL 60148 

Tel: 630-889-8100 

: 630-889-8106 


Fehr Bros. Industries Inc. 
895 Kings Hwy. 
iugerties, NY 12477 
800-431-3095 
6-9525 
246-3330 
rigging@fehr.com 

www. fehr com 


Feit Electric Со. 

4901 Gregg Road 
Pico Rivera, CA 90660 
Tel: 800-542 
Tel: 310-463-2852 
Fax: 562-908-6360 
info@feit.com 
www feit.com 


Lighting Source Directory 


Fiberoptic Lighting, Inc 
950 Southeast M Street 
Grants Pass, OR 97526 
Tel: 541-476-6900 


www fiberoptic-lighting,com 


Fiberstars Inc 

2883 Bayview Drive 
Fremont, CA 94538 
Tel: 800-327. 
Tel: 510-490-0719 
Fax: 510-49 
www.fiberstars.com 


Fibertech International Inc. 
PO Box 91143 
Portland, OR 97291 


: 2526 
light@spirit one.com. 
www fibertech-intl.com 


FibreOptics International 
309 S. Cloverdale Street D2 
Seattle, WA 98108 

Tel: 800-777-5958 
206-762-3503 


Fax: 


FibreVisions 

6764 Jubilee Avenue 
Burnaby, BC V5H 3G8 
Canada 

Tel: 604-439-6782 

Fax: 604-439-9787 
DBLinko@Fibreoptic.com 


Finelite Inc, 
31285 San Clemente Street, Unit B 
учага, CA 94544 
1: 510-441-1100 
Fax: 510-441-1510 
www finelite.com 


Fire & Water Lighting 
241 Eldridge Street 3R 
New York, NY 10002 
Tel 212- 
212. 291 

ater@cyberg.com 
cyberg.com 


http: 


1st Source Lighting 
1730 Industrial Drive 
Auburn, CA 95603 
Tel: 916-887-1110 
Fax: 916-887-0807 


Fisher Pierce 

90 Libbey Pkwy 
Weymouth, MA 02189 
Tel: 800-969-9797 

Tel: 617-340-0700 
Fax: 617-340-0728 


FIT Electronics Inc. 

200, 8989 Macleod Trail 
South Calgary, AB T2H 0M2 
Canada 

Tel: 403-252-2828 

Fax: 403-252-6771 


Flagpoles, Inc. 
rled Hollow Road 


Fax: 16-751-7955 
A-Lite West Inc. 

) Aldebaran Drive 
Reno, NV 89506 
2-677-7711 
702-677-7577 


mross1000s@aol.com 


Flex-Lite Inc. 
11828 Rancho 
Suite #123-50 
San Diego, CA 92128 
Tel: 619-451-2599 


Bernardo 


art] LO@juno.com 


Flexlite, Inc 

102 Fernwood Avenue 
Edison, NJ 08837 

0777 
417-2129 

fie ite@compuserve,com 


Flos USA Inc 

200 McKay Road 

Huntington Station, NY 11746 
Tel; 800-939. 3567 


Focal Point, LLC 

12500 Lombard Lane 
Alsip, IL 60803 

Tel: 708-385-7575 

Fax: 708-385-3996 
smm@focalpointlights.com 


Focus Industries Inc. 
25391 Arctic Ocean Drive 
st, CA 92630 

Tel: 949-830-1350 

Fax: 949-830-3390 

www. focusindustries.com 


Fontana Arte USA Inc. 
8801 Beverly Blvd. 

‚ CA 90048 
-9933 
-1668 


Fax: 310-2 


Forecast 

1600 Fleetwood Drive 
Elgin, IL 60123 

Tel: 800-989-3000 

Fax: 847-622-2542 


Formed Plastics Inc 
207 Stonehinge Lane 
Carle Place, NY 11514 
Tel: 516-334-2300 
Fax: 516-334-2679 


Forte Lighting 

14550 Miller Avenue 
Fontana, CA 92336 
Tel: 800-966-8000 
Fax: 800-999-8500 


Road, 


Forum Inc 

214 North Lexington Avenue 
Pittsburgh, PA 15143 

Tel: 412-244-8780 

Fax: 412-244-9032 
www.Forum.Lighting-Inc.Com 


Foss Lampshade Studios Inc. 
1340 E 12th Street 
Oakland, CA 94606 


Franjo Metal Spinning Inc. 

5560 Vanden Abeele, Ville Street 
Laurent 

Montreal, PQ H4S 1P9 

Canada 

Tel: 514-331-9122 

Fax: 514-331-4176 


Frederick Cooper 
2545 W. Diversey Avenue 
go, IL 60647 
3-384-0800 
84-7526 
www.frederickcooper.com 


Fredrick Ramond Inc. 

16121 South Carmenita Road 
Cerritos, CA 90703 

21-3517 

26-1361 

Fax: 562-926-1015 


Frezzolini Electronics Inc. 
lley Street 


Hawthorne, NJ 07506 
Tel: 800-345-1030 


FSC Lighting 

12120 East Altamar Place 
prings, CA 90670 
Tel 562-906-2644 

Fax; 562-906-2649 
evrnnc@aol.com 


Fulham Co. Inc. 

7540 Trade Street, Suite B 
San Diego, CA 92121 

Tel: 800-238-5426 

Fax: 619-536-8093 
michellewyman@hotmail.com 
www fulham,com 


Fusion Lighting Inc, 
7524 Standish Place 
Rockville, MD 20855 
Tel: 301-251-0300 
Fax: 301-926-7258 


Fusionart 
151-17 West Industry Court 
Deer Park, NY 11729 


Fax: 516243: 2646 
/ /home.navisoft.com/fusionart/fusi 
onim 
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Future Light Inc 
18370 South Miles Road 
C Jeveland, Он 44128 


info@future_light.com 
www future-light.com 


G 


Galbraith & Paul 

307 North 3rd Street 
Philadelphia, PA 19106 
Tel: 215-923-4632 

Fax: 215-923-4632 


Gammalux Systems 
248 E. Arrow Hwy. 
San Dimas, CA 91773 


GAMproducts Inc. 
826 N, Cole Avenue 
Hollywood, 90038 
Tel: 323-461-0200 

Fax: 323-461-4308 
www.gamonline,com 


Garcy/SLP 

209 Kirby Road 
Portland, TN 37148 
Tel: 800-221-7913 
615-325-7727 


www.garcyslp.com 


Gardco Lighting 
2661 Alvarado Street 
San Leandro, CA 94577 


510-357-3088 
www.gardcolighting.com 


GE Lighting 

1975 Noble Road 
Cleveland, OH 44112-6300 
Tel: 800-626-2000 

Fax: 216-266-2780 
www.ge.com/lighting 


GE Lighting Systems 

3010 Spartanburg Hwy. 
Hendersonville, NC 28739 

Tel: 828-693-2198 

Fax: 828-693-2103 

lighting, systems@lighting.ge.com 
www.ge.com/lightingsystems/ 


GE Total Lighting Controls 
225 Service Avenue 
Warwick, RI 02886 

Tel; 800-852-2778 

Fax: 401-886-6470 
getle@hcontrols.com 
www.ge.com/tlc 


Gem Monogram 

111 Rhode Island Street 
San Francisco, CA 94103 
Tel: 415-626-9600 

Fax: 415-626-4539 


General Lighting Inc. 

145 Luxlight Way Unit 2305 
Luxville, ON ROY 1R5 
Canada 

Tel: 513-555-1212 

Fax: 513-555- 


Genesta Manufacturing 
551 Imperial Road North 
Guelph, ON N1H 7M2 
anada 

519-823-5770 

ax: 519-823-1944 


Genie House 
PO Box 2478 
Vincetown, NJ 08088 


Genlyte 

PO Box 3148 
Union, NJ 07083 
Tel: 908-964-7000 
Fax: 908-964-1404 


Gentec Inc 

2625 Dalton Street 
St. Foy, QB GIP 359 
Canada 

Tel: 418-651-8000 
Fax: 418-651-6695 


Gentex Corp./Filtron Division 
PO Box 315 

le, PA 18407 

: 717-282-8 
c 717-282-8555 


George Kovacs Lighting 
67-25 Otto Road 
Glendale, NY 11385 
Tel: 718-628-5201 

Fax: 718-628-5212 


George R. Snell Associates Inc. 
269 Sheffield Street 
Mountainside, NJ 07092-2318 
Tel: 908-654-8855 

Fax: 908-654-8859 


Georgian Art Lighting Designs Inc, 
PO Box 325 

Lawrenceville, GA 30046 

Tel: 770-963-6221 

Fax: 770-963-6225 


German Brown Illumination 
E. Patrick Lane #2 & 3 
Vegas, NV 89119 

Tel: 702-436-7845 
mail&germanbrown.com 
www.germanbrown.com 


Gilbert Industries Inc. 
5611 Krueger Drive 
Jonesboro, AR 72401 

Tel: 800-643-0400 

Tel: 870-932-6070 

Fax: 870-932-5609 
gilbertinc@worldnet.att.net 
www. gilbertinc.com 


Gilderfluke and Co. 

820 Thompson Avenue, #35 
3lendale, CA 91201 

Tel: 800-776-5972 

Te 318-546-1618 

Fax: 818-546-1619 


GKI 

7501 West Oakland Park Blvd. 
Lauderhill, FL 33319 

Tel 741-727. 

Fax: 954-746-5573 


Glass Illuminations, Inc 

PO Box 309 

Sun Valley, CA 91352 

"Tel: 818-556-6777 

Fax: 818-556-6778 
gi_inc@earthlink.net 

www. glassilluminations.com 


GLC, Inc. 


-240-7698 
818-547-1369 
gicincorp@aol.com 
www.glcincorp.com 


Globe Electric Co, Inc 

150 Oneida Drive 
Montreal, Quebec 89R 1A8 
Canada 

Tel: 514-694-0444 

x: 514-694-0897 
info@globe-electric.com 
www globe-electric.com 


Glow Lighting Inc. 

226A lcase Road West 
Markham, ON L3R 1B3 
Canada 

Tel: 888-838-GLOW 

Fax: 888-668-2828 
Glow@globedirect,com 


Goddard Design Co. 
51 Nassau Avenue 
Brooklyn, NY 11222 
Tel: 718-599-0170 
Fax: 718-599-1072 


Gomark, Ltd. 

4015 Terry Avenue 
Crystal Lake, IL 60014 
Tel: 815-455-5604 
Fax: 815-455-5609 


Good Earth Lighting 

712 S. Milwaukee Avenue 
Wheeling, IL 60090 

Tel: 847-808-1133 

Fax: 847-808-0838 


Grand Field Quality Lighting 
820 Rockefeller, Avenue «D 
Ontario, CA 91761 

Tel: 909-390-8525 

Fax; 909-390-8523 
info&globe-trade.com 
www.globe-trade.com 


Gray Interfaces 

480C 36th Avenue SE 
Calgary, AB T2G 1W4 
Canada 

Tel: 403-243- 
Fax: 403-2! 
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Green Earth Technology & 
Development Inc. 

1523 Pheasant Ridge Drive 
Midland, MI 48640 

Tel: 51 01-4538 

Fax: 517-799-9343 


Greene's Lighting 
1059 Third Avenue 
New York, NY 10021 
Tel: 800: 


Fax: 212-688-6389 


Greenlee Lighting, LP 

1300 Hutton Drive Suite 110 
Carollton, TX 75006 

Tel: 972-466-1133 

Fax: 972-446-2202 

Greenlee Lighting is the leader in 
designing corrosion-proof com- 
posite fixtures to illuminate land- 
scape and architectural features. 
Composite material allows 
Greenlee to supply products that 
yield high performance and low 
cost of ownership throughout the 
life of the project. Our interna- 
tional capabilities, shipping per- 
formance and industry-leading 
warranty make it easy to do busi- 
ness with Greenlee. 


Griplock Systems 

885 Toro Canyon Road 
Santa Barbara, CA 93108 
Tel: 805-565-0112 

Fax: 805-565-0299 
griplock@msn.com 


Gros indelier Co. 
106 Gratiot Street 
St. Louis, MO 63102 
Tel: 314-231-1060 
Fax; 314-231-2265 


Group One, Ltd 

200 Sea Lane 
Farmingdale, NY 11735 
Tel: 516-249-3662 

Fax: 516-753-1020 
www.GlLtd.com 


Guth Lighting 
shington 

5, MO 63103 
Tel: 314-533-3200 
Fax; 314-533-9127 
guthcs@aol,com 
www.guth.com 
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H.A. Framburg & 
941 Cernan Drive 
Bellwood, П, 60104 
Tel: 800-796-5514 
www.framburg.com 


company 


H. E. Williams Inc 

PO Box 837 

Carthage, MO 64836-0837 
Tel: 417-358-4065 

Fax: 417-358-6015 
chuck@hew.com 

www, hew.com 


Hadco 

100 Craftway, PO Box 128 
own, PA 17340 
-359-7131 

Fax: 717-359-9289 

www. hadcolighting.com 


Hafele America Co. 
3901 Cheyenne Drive 
PO Box 4000 
Archdale, N 263 

1 800-423-3531 
910-431-3831 


Halo / Brand of Cooper Lighting 
400 Busse Road 

Elk Grove Village, IL 60007 

Tel: 770-486-4800 

Fax: 770-486-4801 
talktous@cooperlighting.com 
www ,cooperlighting.com 


Hammerworks 

6 Fremont Street 
Worcester, MA 01603 
508-755-3434 
08-755-3434 
www.hammerworks.com 


Hampstead Inc. 

4505 Peachtree Industrial Blvd. 
GA 30092 
)-447-1700 

Еах: 770-447-1702 


Handcrafted Custom Lighting 
74 East Main Street 


Hanmecson International, Inc 
7626 Pebble Drive 

Fort Worth, TX 76118 

Tel: 817-284-2545 

Tel; 888-982-4246 

Fax: 817-284-2870 
sliu65125@aol.com 


Hanover Lantern Inc. 
350 Kindig Lane 
Hanover, PA 17331-1733 


www. HanoverLantern.com 


Hapco 
26252 Hillman Hwy. 
Abingdon, VA 24212 


info@hapcopoles.com 
www.hapcopoles.com 
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Harris Lighting Systems 
156 Industrial Loop 

Orange Pa: 
Tel: 800-331 


216 


nwich, CT 06830 
203-531-9400 

: 203-531-9408 

AOL HASCO 

Hasco Lighting, a 50-year old flu- 
orescent lighting manufacturer, 
has in the past two years trans- 
formed from a regional company 
into a national company repre- 
sented in over 20 states. With its 
in-house engineering depart- 
ment, Hasco is constantly devel- 
oping new products to meet the 
needs of the market place and 
has recently developed a technol- 
ogy that can cut the tooling time 
of normal projects in half with- 
out increasing the cost. 
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Electronic Transformers and Ballasts 
for the Lighting Industry 


Hatch Transformers Inc 
Jest Gray Street 
L 33609 
3-288-8006 
ax: 813-288-8105 
info@hatchtrans 


Hawker Energy Products, Inc 
1318 Rainbow Blvd., Suite 730 
K City, KS 66103 

Tel: 913-362-4808 

Fax: 913-362-3993 


Hazlux/Div. of Thomas & Betts 
Corporation 

1555 Lynnfield Road 

Memphis, TN 38119 

Tel: 800-888-0211 

Tel: 901-682-8221 

Fax: 800-888-0690 


Heath Commercial 

455 Riverview Drive 
Benton Harbor, MI 49022 
Tel: 616-925-6000 

Fax: 616-925-5990 


Hehner Metal Spinning Co. 
9701 S, Broadway Avenue 
St. Louis, MO 63125 

Tel: 800-747-1322 


: 314-631-3344 


Helios Lighting Ltd 
612 Gordon Baker Road 
North York, ON M2H 3B4 


igor.uder 
www.helioslighting.com 


n@sympatico.ca 


Hemera Products 

5168 Saint-Laurent 
Montreal, QB H2T 1R8 
anada 

514-277-9363 

Fax: 514-277-9361 
hemera@videotron.ca 


Heritage Casting & Ironworks Ltd. 
1280 Fewster Drive 

auga, ON LAW 1A4 
Canada 

Tel: 800-267-3175 

Tel: 905-238-2648 

5-238-9060 

*cho-on.net 

www heritage-online.com 


Hessamerica 
PO Box 430 


hess@ijjishelby.com 
www. hessamerica,com 


Hetherington Industries Inc 
416 Green Lane 

Bristol, PA 19007 

Tel: 215-7! 5 
ах: 215-788-7733 

infodesk@hetherington.com 

www. hetherington.com 


Hiett Dezigns 
4350 S. Arville #16 
Las Vegas, NV 89103 
Tel: 702-367-3949 

x: 702-367-2337 


High End Systems, Inc 
2217 West Braker Lane 
, TX 78758 


_jordahl@highend.com 
www. highend.com 


High End Systems (West Coast) 
8200 Haskell Avenue 

А 91406 

818- 947. «0550 

: 818-908-8975 


High Sierra Lighting 

270 B Coney Island Drive 
Sparks, NV 89431 

Tel: 702-331-7273 

Fax: 702-331-3922 


High-Lites Inc 
2142 Thomaston Avenue 


www.highliteslighting.com 


Higuchi Inc. USA 

1701 Greenville Avenue, Suite 1124 
Richardson, TX 75081 

Tel: 972-234-0455 

Fax: 972-234-6806 


Hilite Manufacturing Co. Inc 
13450 Monte Vista Avenue 
Chino, CA 91710 

Tel: 909-465-1999 

Fax: 909-465-0907 


Hinkley Lighting 

12600 Berea Road 
Jeveland, OH 44111-1632 
Tel: 800-446-5539 

Tel: 216-671-3300 

Fax: 216-671-4537 


Hinson & Company 
979 Third Avenue 
New York, NY 10022 
2 4100 
718-937-7566 


Fax: 


Hipwell Manufacturing Co. 
831 W. North Avenue 
Pittsburgh, PA 15233-1689 
Tel: 412-231-7310 

Fax: 41 


Historical Arts & Casting Inc. 
5580 West Bagley Park Rd 
Jordan, UT 84088-5642 
00-225-1414 

: 801-280-2400 
801-280-2493 
historicalarts@msn.com 
www.historicalarts.com 


Hiyoshi Electric USA Inc. 

26203 Production Avenue, Suite 6 
Hayward, CA 94545-3800 

Tel: 510-264-9150 

Fax; 510-264-9153 


Hoffman Engineering Corp./ 
Topcon 

PO Box 4430 

Stamford, CT 06907-0430 
'el: 203-425-8900 


Engineering.com 
www.HoffmanEngineering.com 


HOLCOR, a Public Access Lighting 
Company 

13603 S. Halsted 

Riverdale, IL 60627 

Tel: 708-841-3800 

Fax: 708-841-3941 
HOLCOR@msn.com 

www lighting-fixtures.com 


Holophane Corp. 
214 Oakwood Avenue 
New ark, OH 43055 


Fax: 740-349-4 426 
Hololight@aol.com 


Home Automation Inc, 
2709 Ridgelake Drive 
Metairie, LA 70002 
504-833-7256 

Fax: 504-833-7258 


Home Equipment Mfg. Co 
14481 Olive Street 
Westminster, CA 92683 


714-898-4502 


Honeywell Inc. 

PO Box 524 

Minneapolis , MN 55440-0524 
Tel: 800-345-6770 
612-951-2907 

Fax: 612-951-3774 


Horizon Industries 
406 NE Fourth Street 
Gresham, OR 97030 
Tel; 503-661-7777 
503-665-6655 


Horizon/Lite Ene 
90-A Royal C 


Markham, ОМ 1, 3R 9X6 
Canada 
Tel: 800-263-3940 


of Troy 
ver Ridge Road 
Hyde Parl УТ 05655 


Howard Industries Inc. 

PO Box 1590 

rel, MS 39441-1590 
800-956-3456 

Fax: 601-422-1652 
www.howard-ballast,com 
Established in 1968, Howard 
Industries is a privately held 
international company. Since its 
inception in 1994, the Ballast 
Products Division has become a 
leader in the electronic fluores- 
cent industry. Metal halide HID 
ballasts were added in 1998, and. 
HPS HID ballasts are planned for 
1999. The Ballast Division recent- 
ly announced the addition of a 
second facility which will begin 
manufacturing magnetic fluores- 
cent and HID ballasts. 


Hubbardton Forge 

PO Box 827, Route 30 
tleton, VT 05735 
800-826-4766 
802-468-3090 
802-468-3284 
info@vtforge.com 
www. vtforge.com 


Hubbell Lighting Inc. 
2000 Electric Way 

Christiansburg, V/ 
Tel: 540-382-6111 
Fax: 540-382-1526 
ksfolden&hubbell-ltg,com 
www.hubbell-ltg.com 
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Hudson Valley Lighting, Inc. 
PO Box 7459 

Newburgh, NY 12550 

Tel: 800-814-3993 

Fax: 914-565-8930 


Hughey & Phillips Inc. 
PO Box 2167 

Simi Valley, CA 93062 
Tel: 805-581-5591 

Fax: 805-581-5032 


Hunt Control Systems Inc. 
200 Rome Court 

Fort Collins, CO 80524 
Tel: 970-484-9048 

Fax: 970-493-4125 
info@huntdimming.com 
www. huntdimming.com 


Huygen Corp. 

PO Box 316 
Wauconda, IL 60084 
Tel: 708-381-4050 
Fax: 708-381-4052 


Santa Rosa, CA 95407 
Tel: 800-247-6900 
Fax: 707-585-7313 


Hydrel 
12881 Bradley Avenue 
Sylmar, CA 91342 
Tel: 818-362-9465 
Fax: 818-362-6548 
HalM@Hydrel.com 
www. hydrel,com 
See our ads on pages 33 & 95. 


Hytron Electric Products / Division 
of Trojan 

PO Box 404, 114 Poplar Street 
Meadville, PA 16335 

Tel: 800-441-7796 

Tel: 814-336-4460 

Fax: 814-337-3128 
hytron@trojaninc.com 
www.trojaninc.com 


I. Weiss and Sons 

2-07 Borden Avenue 

Long Island City, NY 11101 

Tel: 718-706-8139 

Fax: 718-482-9410 
iweiss@bway.net 
www.esta.org/homepages.iweiss/ 


IceCap, Inc, 

9-B South Gold Drive 
Hamilton, NJ 08691 
Tel; 609-588-5338 
Fax: 609-588-5460 
beth@icecapinc.com 
www.icecapinc.com 


ICI Acrylics Inc. 

10800 Ridgeway Ind. Drive 
Olive Branch, MS 38564 
Tel: 601-893-5113 

Fax: 601-893-5111 


Idaho Wood 

PO Box 488 

Sandpoint, ID 83864 

Tel: 800-635-1100 

"ax: 208-263-3102 
idahowood@nidlink.com 

www. light-link,com/idaho-wood 


Idealite Systems Inc. 

227 Wilkinson Road 
Brampton, ON L6T 4M2 
Canada 

Tel; 905-459-0975 

Fax: 905-459-8764 
idealite@ica.net 


IE Architectural, Division of 
Illuminating Experiences Inc, 
233 Cleveland Avenue 
Highland Park, NJ 08904 

Tel: 732-745-5858 

45-9710 


lifornia Avenue 
Sunnyvale, CA 94086 
Tel: 408-735-4621 

Fax: 408-733-0452 


ILC Technology, Inc. 
399 Java Drive 
Sunnyvale, CA 94089 
Tel: 408-745-7900 

Fax: 408-744-0829 
www ilct.com 


Tlluminates, Inc. 

4121 Babcock Road 
Lexington, MI 48450-9325 
Tel: 810-359-2978 

Fax: 810-359-8302 


Illuminating Experiences Inc. 
233 Cleveland Avenue 
Highland Park, NJ 08904 
Tel: 732-745-5858 

Fax: 732-745-9710 


Illumination Concepts 

500 Callahan Road 

North Kingstown, RI 02852 
Tel: 401-295-2533 

Fax: 401-295-5984 


Illuminations Lighting 

251 Sunrise Highway 
Rockville Center, NY 11570 
Tel: 800-893-1327 

Fax: 516-766-4681 
illumin8@pb.net 


Image Engineering 
10 Beacon Street 
Somerville, MA 02143 
Tel: 617-661-7938 
Fax: 617-661-9753 


Imaginivity 

7 Charles Court 
Middletown, NY 10940 
Tel: 914-692-8411 

Fax: 914-692-8311 


IMS, Inc 


1: 860-649-4415 
Fax: 860-649-0806 


Imtec 
One Imtec Lane 
Bellows Falls, VT 05101 


Tel: 800-854-6832 

Fax: 603-357-8606 
bjohnston@imtecinc.com 
www imtecinc.com 


Incon Lighting Products Inc. 
P.O. Box 2083 
Sanford, FL 32 
Tel: 800-393-5630 

Fax: 800-203-5698 
23-5071 
incon@earthink.net 
www inconlighting.com 
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Independent Vision 

1717 Linwood Blvd. 
Oklahoma City, OK 73106 
‘Tel; 405-236-1998 


Industrial Commercial 
Electronics, Inc. 

PO Box 456, 2421 Harlem Road 
Buffalo, NY 14225 

Tel: 800-442-3462 

Fax: 716-892-0113 
riches@iceind.com 
www.iceind.com 


Industry + Design Light Inc. 

1211 Yale Avenue SE 
Minneapolis, MN 55414-3122 

Tel: 612-673-9213 

Fax: 612-673-9217 

Industry + Design Light Inc. (IDL) 
pushed the envelope of fixture 
design with the introduction of 
the patented and award-winning 
Alulite line, one of the first flexi- 
ble low-voltage track systems. 
This was followed by our award- 
winning and ever popular UP1 
wall fixture. In 1996, IDL devel- 
oped and patented a 300W con- 
stant-current transformer and 
2HIGHI, a hand-bendable line- 
voltage track system. Located in 
Germany, 10178 production line is 
built around modern state-of-the- 
art CNC controlled machines. 


Indy Lighting Inc. 
12001 Exit Five Parkway 
Fishers, IN 46038 
Tel; 317-849-1233 


www light-link.com/indy 


Inlite Corp. 
939 Grayson Street 
CA 94710 


510-849- 1067 
510-849-3230 
www.elefunt.com/inlite 


Innersource 

Bldg. C, Suite 103 
Plymouth Corporate Ctr. 
625 Ridge Pike 
Conshohocken, PA 19428 
Tel; 610-832-1490 

Fax: 610-832-1494 


Innolux Lighting Corp. 

834 Kater Street 
Philadelphia, PA 19147-2013 
‘Tel; 888-466-6589 
215-829-9629 
info@innolux.com 
www.innolux.com 


Inphora, Inc. 

1926 Contra Costa Blvd., No. 163 
Pleasant Hill, CA 94523 

1 510-689-2039 

Fax: 510-689-2788 


Insight Lighting 

5647 Jefferson NE 
Albuquerque, NM 87109 
Tel: 505-345-0888 

Fax: 505-345-5838 
insightlighting@msn.com 


Intelligent Lighting Controls Inc, 
5229 Edina Industrial Blvd. 
Minneapolis, MN 55439 

Tel: 800-922-8004 

Fax: 612-829-1901 


Inter Global 
6333 Etzel 
St. Louis, MO 63133 


Fax: 314-721-6333 
iquality@msn.com 


InterAmerica Stage Inc. 
413 Oak Place, Bldg. 6-J 
PO Box 291966 

Port Orange, FL 32127 
Tel: 904-761-5478 

Fax: 904-788-3944 
iastage@bellsouth.net 


Interballast, Inc. 

3125-A, Bernard Pilon St. Mathieu 
De Beldeil, PQ J3G 455 

Canada 

Tel: 514-446-9837 

14-446-9836 
ballast@microtec.net 


Interlectric Corporation 
1401 Lexington Avenue 
Warren, PA 16365 

Tel: 800-722-2184 

Tel: 814-723-6061 

Fax: 814-723-6069 
ic@interlectric.com 
www interlectric.com 


New from 
Hydrel 


The most 
powerful 
in-grade 
light ever! 

and 


A color corrected HID in 
9” footprint! 


only a 


PEER TO aes ig 
The M9800 


The first modular in-grade fixture 
to accommodate 400 Watt 
mogul base lamps. Provides a 
new alternative for floodlighting 
architectural structures with in- 
grade concealment. Available in 
wall wash, spot, and flood. 


A single M9810, MH 400 wall wash 

illuminates an eight story wall. The new 
M9000 Series achieves the widest range 
of ITL photometrics for in-grade lighting. 


The M9400 
Accommodates the 
popular new color 
corrected metal 
halide lamps to 

70 Watts. A unique 
housing with a small 
nine inch footprint 
provides an elegant 
unobtrusive, efficient 
installation. 


The M9000 Series - best new in-grade fixtures to produce effects similar to 
surface floodlighting - the real benchmark for concealed in-grade lighting. 


Cooler Operation: 
new convective 
design and double 
lenses to reduce 
surface temperature. 


Convection chimney 


Double lens 


HYOREL 12881 BRADLEY AVENUE SYLMAR CALIFORNIA 91342 


Visit our web site at: http://www.hydrel.com 


Easy Aiming: mechanical 
and optical aiming now 
with indexed components 
to lock in settings. 


Aim-Lock® modular 
support ring 


Light control accessories 


Rugged Construction: 
computer aided 
design and tough 
materials to surpass 
drive over 
requirements. 


Light Control Accessories: 
including internal glare 
shields to preserve the low 
profile of flush in-grade 
installations. 


Door options 


Trim Options: a variety of new 
door designs to complement 
any architectural style. 


TEL 818/362-9465 FAX 818/362-6548 


Circle No. 14 on product service card 


Intermatic Inc. 


Intermatic Plaza 

Spring Grove, IL. 60081-9698 
Tel: 815-675-2321 

Fax: 815-675-2112 


International Light, Inc. 

17 Graf Road 

Newburyport, MA 01950-4092 
Tel: 978-465-5923 

Fax: 978-465-0759 
ilsales@intl-light.com 

www. intl-light.com 


International Lighting Mfg, Co. 
1825 N. 19th Street 

St. Louis, MO 63106 

Tel: 800-325-7050 

Fax: 314-621-6944 
lighting@inlite.com 
Www.inlite.com 


International Utility Structures Inc. 
Gusp 

Route *1, Box 142В1 

Blossom, TX 75416 

Tel: 903-982-6881 

Fax: 903-982-6871 


Intrepid Lighting 
Manufacturing Inc. 

2184 Pond Road 
Ronkonkoma, NY 11779 
Tel: 888-MAX-LITE 

Fax: 516-467-4741 
IntrepidLighting@msn,com 


Invia Industries, Inc. 
463 Brownsdale Road 
Renfrew, PA 16053 
Tel: 724-586-7767 
Fax; 724-586-2003 
tom-rehmQinvia.com 
WW invia.com 


Iota Engineering 
PO Box 11842 
Tucson, AZ 85734 
Tel: 520-294-3292 
Fax: 520-741-2837 


Irideon Inc. 

201 Regal Row 
Dallas, TX 75247 
Tel: 214-819-3208 
Fax: 214-630-5867 
sdricks@vlint.com 
www.irideon.com 


Tris Lighting Systems/ 

Brand of Cooper Lighting 
400 Busse Road 

Elk Grove Village, IL 60007 
Tel: 888-474-7584 

Fax: 770-486-4801 
talktous@cooperlighting.com 
www.cooperlighting.com 


Iron Apple Forge 

PO Box 724, Routes 263 & 413 
Buckingham, PA 18912 

Tel: 215-794-7351 

Fax: 215-794-7351 


Isolite Corporation 

3563 Sueldo, Suite M 

San Luis Obispo, CA 93401 
Tel: 800-799-5343 

Tel: 805-546-9669 

Fax: 805-546-9564 
westsales@isolite.com 
isolite.com 


Isys/Cae, Inc. 

PO Box 430, 

10087 Industrial Drive 
Hamburg, MI 48139 
Tel: 810-231-9373 
Fax: 810-231-1631 
caeinc@ismi.net 


Itre USA Inc. 

3607 13th Avenue 
Brooklyn, NY 11218 
Tel: 718-436-2002 
Fax: 718-436-1720 


J 


T Custom Supply Co. 

PO Вох 678, 6142 Hwy, 19 
Zachery, LA 70791 

Tel: 800-CAM-LOKS 

Tel: 504-654-0929 

Fax: 504-654-6061 


J. H. Baxter & Co. 
POB 10797 

Eugene, OR 97440 
Tel: 541-689-3020 
Fax: 541-689-8319 


J.& H. Smith Light Corp. 
499 Little Britain Road 
New Windsor, NY 12553 
Tel: 914-561-8800 

Fax: 914-561-8932 


Jackson Power & Electric Ltd 
9744 - 60th Avenue 
Edmonton, AB ТбЕ 0C5 
Canada 

Tel: 00-661-4197 

Fax: 403-436-0308 
jpe@istar.ca 

www .jacksonpower.com 


Jaftech Manufacturing Ltd. 
1180 Stellar Drive Unit 2 
New Market, ON L3Y 7B9 
Canada 

Tel: 905-836-6446 

Fax: 905-836-2870 


James R Moder 

106 E 7th Avenue 
Vancouver, BC V5T 1M6 
Canada 

Tel: 604-879-0934 

Fax; 604-872-4742 


Janmar Lighting 

730 West Golden Grove Way 
Covina, CA 91722 

Tel: 626-858-6776 

Fax; 626-967-0314 
m_aubrey@janmar.com 
www light-link.com/janmar 


Jaquith Industries Inc. 
PO Box 780 
Syracuse, NY 13205 
Tel: 315-478-5700 
Fax: 315-478-5707 


Jean Karajian - Collection 
306 East 61st Street 

New York, NY 10021 
Tel: 212-751-6728 


JH Lighting and Brass Works, Inc. 
PO Box 1698 

Jacksonville, TX 75766 

Tel: 903-589-4344 

Fax: 903-589-4569 


JJI Lighting Group, Inc. 
PO Box 4207 
Greenwich, CT 06830 
Tel; 203-869-9330 

Fax: 203-869-9537 


Joan Sherman Decorative Arts 
135 Greene Street #6S 

New York, NY 10012 

Tel: 212-387-0866 

Fax: 212-505-8550 


Johnson Art Studio 
3120 Capitola Road 
Santa Cruz, CA 95062 
Tel: 408-464-0567 
Fax: 408-464-1325 


Johnson Brothers 

Metal Forming Co. 

5500 McDermott Drive 
Berkeley, IL 60163 

Tel: 708-449-7050 

Fax: 708-449-0042 
johnsonbros@worldnet.att.net 


Johnson Systems Inc. 

480 F-36th Avenue SE 
Calgary, AB T2G 1Wá 
Canada 

Tel: 403-287-8003 

Fax: 403-287-9003 
info@johnsonsystems.com 
www. johnsonsystems.com 


Jolt Lighting Inc. 
1261-C Wiley Rd 
Schaumburg, IL 60173 
Tel: 800-526-5658 
Fax: 847-781-1299 


Joseph Richter Inc. 
249 East 57th Street 
New York, NY 10022 
Tel: 212-755-6094 


Joslyn Corporation 
4000 E. 116th Street 
Cleveland, OH 44105 
Tel: 216-271-6600 
Fax: 216-341-3615 


JP Nolan & Со. 

4027 East 52nd Street 
Maywood, CA 90270-2298 
Tel: 800-34-NOLAN 

Tel: 323-581-7158 

Fax: 323-583-1824 


JPL Lighting 

750 Almeda-Genoa Road 
Houston, TX 77047 

Tel: 713-433-4511 

Fax: 713-434-1397 


JRS Technology, Inc, 

1061 Perimeter Road West, Bldg. 1 
Endicott, NY 13760 

Tel: 888-9-BALLAST 

Fax: 607-748-7949 
wbartonjrstechnology.com 

www jrstechnology.com 


JSL Lighting Corp. 

35 Oak Street 

Weston (Toronto), ON MON 1A1 
Canada 

Tel: 416-241-5267 

Fax: 416-245-8024 
erict@jsllighting.com 

www jsllighting.com 


Juno Lighting Inc, 
1300 S. Wolf Road 
Des Plaines, IL 60017-5065 
Tel: 847-827-9880 
Fax: 847-827-2925 


Just Plastics Inc, 

PO Box “S”, 250 Dyckman Street 
New York, NY 10034 

Tel: 212-569-8500 

Fax: 212-569-6970 
bobbyv@justplastics.com 

www justplastics.com 


Justice Design Group Inc. 
PO Box 2429 

Culver City, CA 90230 
Tel: 310-397-8300 

Fax; 310-397-7170 
jamie@jdg.com 
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K-D Lamp Co. 

1910 Elm Street 
Cincinnati, OH 45210 
Tel: 513-621-4211 
Fax: 513-621-6088 
info@kdlamp.com 
www.kdlamp.com 


K-Tronik Industries, Corp. 
405 Murray Hill Parkway 

Suite 2030 

East Rutherford, NJ 07073 
Tel: 888-4KTronik 

Tel: 201-842-1166 

Fax: 201-842-1250 

www. k-tronik.com 


Kallista Inc. 

2446 Verna Court 

San Leandro, CA 94577 
Tel: 888-452-5547 

Fax: 888-272-3094 
www. kallistainc.com 


Kaltek, Inc./Nordic Aluminum 
2310 Peachford Road 

Atlanta, GA 30338 

Tel: 800-457-8795 

Fax: 770-454-9415 
jari.turkia@kaltekine.com 


KOCH ОМУ Y. “Sis 


HIGH POINT 
IHFC GREEN WING 
6977 


DALLAS 
DALLAS TRADE MART 
3153 


Kane-Shrader, Inc. 

892 Production Place 
Newport Beach, CA 92663 
Tel: 949-548-2131 

Fax: 949-548-5014 
kaneShrader@earthlink.com 


KAR Electronics Inc. 
7940 Gildersleeve Drive 
Kirtland, ОН 44094 
Tel: 216-256-8373 

Fax: 216-256-2714 
kroll@compuserve.com 


Keene-Widelite 

455 Dobbie Drive 
Cambridge, ON N1R 5X9 
Canada 

Tel: 519-623-8820 

Fax; 519-623-4435 
www.canlyte.com 


Kelsey-Kane Lighting Mfg. Co. 
4541 NE 11th Avenue 

Fort Lauderdale, FL 33334 

Tel: 800-444-3187 

Tel: 954-772-3187 

Fax: 954-772-8468 

UL Wet Location Fluorescent 
Floodlights with one-of-a-kind 
housings machined from 6-in. 
diameter Sch. 40 PVC pipe for 
lifetime durability. Choose from 
our 10-, 18-, 24-, 36- and 48-in. 
length models. All linear and 
compact fluorescent lampings 
are available. Weatherproof 12V 
and 120V halogen bullet fixtures. 
Importer of flexible solid-core 
PVC rope lighting. 


Keystone Technologies Inc. 
PO Box 246 

Ambler, PA 19002 

Tel: 215-283-2600 

Fax: 215-628-4412 
Inthehole1@aol.com 


Kichler Lighting 

7711 E. Pleasant Valley Rd 
Cleveland, ОН 44131-5552 
16-573-1000 
573-1003 
bergate.net 
www.kichler.com 


Killark Electric Mfg Co. / subsidiary 
of Hubbell 

3940 ML King Drive 

St. Louis , MO 63113 

Tel: 314-531-0460 

Fax: 314-531-7164 
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Kim Lighting 

16555 E. Gale Avenue 
City of Industry, CA 91745 
Tel: 626-968-5666 

Fax: 626-369-2695 
www.kimlighting.com 


out Kim Lighting's product range. 
For over 70 years, Kim has con- 
tinuously pursued new directions 
in order to create fresh designs 
that delight specifiers and 
building owners alike. 

See our ad on page 37. 


Kinetic Artistry Inc 

7216 Carroll Avenue 
Takoma Park, MD 20912 
Tel: 301-270-6666 

Tel: 800-444-0411 

Fax: 301-270-6662 
Kinetic1@aol.com 


King Luminaire Co. Inc 
PO Box 266 

Jefferson, OH 44047 
Tel: 905-632-9301 

Fax: 905-632-8116 


Kingbright Corp. 

225 Brea Canyon Road 

City of Industry, CA 91789-3049 
Tel: 909-468-0500 

Fax: 909-468-0505 
sales@Kingbright-LED.com 
www. Kingbright-LED.com 


Kingtec, Inc. 

85 Challenger Road 
Ridgefield, NJ 07660 

Tel: 800-448-5483 

Fax: 201-229-4680 
jamesh@dwa.daewoo.com 


Kirlin Company 

3401 E Jefferson 

Detroit, MI 48207 

Tel: 313-259-6400 

Fax: 313-259-3121 

www light-link.com/kirlin 


Kleinhuis 

7526 Reliance Street 
Worthington, OH 43085 
Tel: 614-888-3331 

Fax: 614-888-0462 


Klemlite/Skanda Lights 
1247 Norwood Avenue 
Itasca, IL 60143 

Tel: 800-748-1832 

Tel: 847-364-3606 

Fax: 888-414-5127 

Fax: 847-364-5127 
info@skandalights.com 
www.klemlite.com 


Klemm Reflector Co, 
736 East Venango Street 
Philadelphia, PA 19134 
Tel: 215-634-4750 

Fax: 215-634-6782 


KLS Electronics 

27599 Schoolcraft Road 
Livonia, MI 48150 

Tel: 313-425-6620 

Fax: 313-425-2103 


Koch + Lowy 
PO Box 304, 487 W. Main Street 
Avon, MA 02322 
Tel; 508-588-4700 
Fax: 508-587-7592 
See our ad on page 35. 


Kopp Glass Inc. 
2108 Palmer Street 
Pittsburgh, PA 15218 
Tel: 412-271-0190 
Fax: 412-271-4103 


Kosempel Manufacturing Co. 
3760 M Street 

Philadelphia, PA 19124 

Tel: 00-733-7122 

Fax: 215-744-5220 


Kraft Studio 

931 R Street NW 
Washington, DC 20001 
Tel: 202-588-9655 

Fax: 202-588-1012 
NEONMAN454@aol.com 


Kramer Lighting Inc. 

85 Johnny Cake Hill Rd 
Middletown, RI 02842 
Tel: 401-849-5100 

Fax: 401-849-5119 


Kung Long Batteries 
5544 Maplecrest Court 
San Jose, CA 95123 
Tel: 408-629-6012 
Fax: 408-281-3931 


Kunst Macchina 

6585 Jeanne-Mance, Unit 301 
Montreal, QB H2V 4L1 
Canada 

Tel: 514-278-4146 

Fax: 514-278-3857 


Kurt Versen Company 
10 Charles Street 
Westwood, NJ 07675 
Tel: 201-664-8200 
Fax: 201-664-4801 


Kurtzon Lighting 

1420 S. Talman Avenue 
Chicago , IL 60608 

Tel: 800-837-8937 

Tel: 773-277-2121 

Fax: 773-277-9164 
tstevens@kurtzon.com 
www. kurtzon.com 


KW/2 Lighting Products, Div, of 
Solar Kinetics, Inc. 

10635 King William Drive 

Dallas, TX 75220 

Tel: 800-949-7654 

Fax: 972-869-4158 
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Labsphere Inc. 

PO Box 70 

North Sutton, NH 03260 
Tel: 603-927-4266 

Fax: 603-927-4694 
marketing@labsphere.com 
labspere@labsphere.com 


Lake Power Systems 

17605 Fabrica Way, Unit #1 
Cerritos, CA 90703 

Tel: 714-670-6488 

Fax: 714-670-6853 


Lake Shore Studios, Inc. 
P.O. Box 1929 
Meridian, MS 39302 
Tel: 601-483-0980 

Fax: 800-326-6128 

Fax: 601-483-8527 


Lam Lighting Systems Inc. 
2930 S. Fairview Street 
Santa Ana, CA 92704-6503 
Tel: 714-549-9765 

Fax: 714-662-4515 


LaMar Lighting 

485 Smith Street 
Farmingdale, NY 11735 

Tel: 516-777-7700 

Tel: 800-724-7743 (NY only) 
Fax: 516-777-7705 
sales@lamarlighting.com 
www. lamarlighting.com 


Lamba PLC/Group One, Ltd. 
80 Sea Lane 

Farmingdale, NY 11735 

Tel: 516-249-3662 

Fax: 516-753-1020 


Lamp Technology, Inc. 
1645 Sycamore Avenue 
Bohemia, NY 11716 
Tel: 800-533-7548 

Tel: 516-567-1800 

Fax: 516-567-1806 
lamptech@panix.com 
www lamptech.com 


aS RN r ga j 
ORO e SU NeoSphere* 


If vou can remember when your TV 
had one speaker and two colors 
(black and white), you surely 
remember “lollipop” lights. A 
beloved and classic design, but a 
poor performer... 


„until now. 


The NeoSphere’ is our re-birth of 
the sphere. This time, it not only 
looks great, it performs. 


We combined the cut-off optics that 
make shoeboxes efficient, with the 
shape of an architectural classic. 


The NeoSphere' is available to you 
s in every lamp imaginable, including 
H.LD. to 175 watts. We even 
include the revolutionary 100,000 
hour life, induction fluorescent 


РА lamp. We offer you 6 light 
f distributions and 3 lens 
` configurations, to add real world 

flexibility. 


"This may remind you of another 
classic; the phrase “Having your 
cake and eating it too.” 


- 
I KIM LIGHTING 


16555 East Gale Avenue 

City of Industry, CA 91745 

E PHONE: 626/968-5666 

4; | ЕАХ: 626/369-2695 
INNOVATION f www.kimlighting.com 
1996 E ISO 9001 Registered 


Circle No. 16 on product service card 


Lampi Corp. 

7272 Governers West 
Huntsville, AL 35806 
Tel: 800-633-7256 
Fax: 205-830-9518 


Lamps by Hilliard 
886 A Street 

Arcata, CA 95521 
Tel: 707-826-1545 
Fax: 707-826-1561 


Landmark Lighting 
PO Box 4228 


Fax: 914-734-9284 
Landmark97@aol.com 


Laser Artistry Inc. 

PO Box 220 

Oak Creek, WI 53154-0220 
414-764-7400 

: 414-764-6826 
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Laser Concepts 

PO Box 33623-LDA 
Seattle, WA 98133-0623 
Tel: 206-364-7881 


Laser Images Inc. 

6911 Hayvenhurst Avenue 
Van Nuys, CA 91406 

Tel: 818-997-6611 

Fax; 818-787-7952 


Laser Magic Productions 

401 Campdell Street 

Playa del Rey, CA 90293 

Tel: 310-823-4315 

Fax: 310-822-5335 
mail@laser-magic com 
www.home.earthlink.net~laser- 
magic 


Laser Media Inc. 
6383 Arizona Circle 

s Angeles, CA 90045 
310-338-9200 


Laser Production Network 
7000 NE 4th Court 

Miami, FL 33138 

fel; 305-754-6885 
305-751-7574 
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Laser Rays, Inc. 

1420 Century Drive #900 
Carrollton, TX 75006 

Tel: 214-466-2950 

Fax: 214-466-1772 


Laser Spectacles, Inc. 
1700 Ranch Road 12, Suite D 
San Marcos, TX 78666 


392-4601 
Isi&laserspectacles.com 
www.laserspectacles.com 

Laser Spectacles, Inc. provides 
lighting for fountains and archi- 
tectural features using lasers 
and/or fiber optics. Lighting can 
be provided in the form of dis- 
plays that communicate using 
images and text or by high-tech 
displays that highlight specific 
rooms or installations needing 
extra dazzle to indicate their 
functions. 


Lasertainment Productions Inc. 
1901 Oakcrest Avenue, Suite 1 
Minneapolis, MN 55113 

Tel: 612-633-8000 

Fax: 612-633-8083 


lasers@wavefront.comwww laser- 


tainment.com 


Laserworks 

PO Box 2408 
Orange, CA 92669 
Tel: 714-832-2686 
Fax: 714-832-3638 


Latigo Lights, Inc. 

PO Box 15459 

Santa Fe, NM 87506 
Tel: 800-304-9165 
Fax: 505-473-1601 
latlights@aol.com 
www latigolights.com 


Laurite Corp. 

2588-D El Camino Real, Suite 333 
Carlsbad, CA 92008 

Tel: 760-434-9682 

Fax: 760-434-4766 


Lazarus Lighting Designs, Inc 
4131 Vanowen Place 
Burbank, CA 91505 

Tel: 800-553-5554 

Fax: 818-956-3233 
gilis®worldnet.att.net 

www. lidwe.com 


LazerMagic Productions 
PO Box 1662 
Ridgecrest, CA 93556 
Tel; 760-375-1124 

Fax: 760-375-2407 


LBL Lighting / Prisma 
320 West 202nd Street 
Chicago Heights, IL 60411 
Tel: 708-755-2100 

Fax: 708-755-3443 


LC Doane Company 
PO Box 975 

Essex, CT 06426 
Tel: 860-767-8295 
Fax: 860-767-1397 
sales&lcdoane.com 
www.ledoane.com 


LCD Lighting, Inc. 
37 Robinson Blvd. 
Orange, CT 06477 
Tel: 203-795-1520 
Fax; 203-795-2874 
ahudson&lcdl.com 


LDPI Co. (Div. of LPI, Inc.) 
800 Wisconsin Street, Bldg. 4D 
Eau Claire, WI 54703 

Te 0-657-6956 
715-839-8647 
ѕајеѕ@\рі-іпс.сот 
www.Ipi-inc.com 


Ledalite Architectural Products Inc 
9087A 198th Street 

Langley, BC V1M 3B1 

Canada 

Tel: 604-888-6811 

Fax; 604-888-2003 
info@ledalite.com 

www ledalite.com 


Ledtronics Inc 
23105 Kashiwa Court 
Torrance, CA 90505 


Tel: 310-534-1505 

Fax: 310-534-1424 
webmaster@ledtronics.com 
www .ledtronics.com 


Lee Filters 

2237 N. Hollywood Way 
Burbank, CA 91505 

Tel: 818-238-1220 

Fax; 818-238-1228 


Legion Lighting Co, Inc. 
221 Glenmore Avenue 
Brooklyn, NY 11207 

Tel: 718-498-1770 

Fax: 718-498-0128 

www. light-link.com/legion 


Lehigh Electric Products Co. 
6265 Hamilton Blvd, 
Allentown, PA 18106 

Tel: 610-395-3386 

Fax: 610-395-7735 
demitry@lehighdim.com 
www. lehighdim.com 


Lendar Design Inc. 

218 Principale 

St. Basile-le-Grand, QB J3N 116 
Canada 

Tel: 450-461-3344 

Fax; 450-461-2147 


Leonetti Co./Sunray Mfg. 
5609 Sunset Blvd. 
Hollywood, CA 90028 
Tel: 213-469-2987 

Fax: 213-469-9223 


Leprecon / CAE Inc. 
10087 Industrial Drive 
Hamburg, MI 48139 
Tel: 810-231-9373 
Fax: 810-231-1631 
lepsis&caeinc.com 


Les Eclairages Projec, Inc. 
150, 5E Rue, limoilou 
Quebec, QB GIL 2R4 
Canada 

‘Tel: 418-529-8982 

Fax: 418-529-8519 


Leucos USA, Inc. 
70 Campus Plaza II 
Edison, NJ 08837 


leucosusa.com 
For over 40 years, Leucos has syn- 
thesized the traditional art of 
Murano glass blowing with con- 
temporary industrial design. The 
Leucos collection of lighting 
includes award-winning pendant, 
table, floor, wall and recessed 
designs including numerous ADA- 
compliant sconces. In order to 
better serve the North American 
market, Leucos USA will be 
expanding its Edison, NJ facility 
by tripling its space in the early 
part of '99. For further informa- 
tion on the Leucos collection, 
please contact Josie A. Anthony, 
executive VP at (800) 832-3360; 
fax (732) 225-0250;. 

See our ad on Cover 2. 
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Leviton 

5925 Little Neck Pkwy. 
Little Neck, NY 11362 
Tel: 800-323-8920 

Tech Line 800-824-3005 
Fax: 800-832-9538 

www leviton.com 


LexaLite International Corp, 
PO Box 498 

Charlevoix, MI 49720-0498 
Tel: 800-228-5275 

Fax: 616-547-1581 
Iweis@lexalite.com 

www lexalite.com 


Lexington Standard Corp, 
20805 Eaton Avenue 
Farmington, MN 55024 
Tel; 800-899-7577 

Fax: 651-463-3349 
lexingtonstandaRoadisd.net 
www.lightpoles.com 


ANYA LARKIN LTD 

ARCHITECTURAL DIGEST 

ARROYO CRAFTSMAN LIGHTING, INC 
AUSTRALIAN TEXTILE DESIGN ASSOCIATION 
BALDINGER ARCHITECTURAL LIGHTING CO 
BARBARA BECKMANN DESIGNS,INC 
BERNHARDT CONTRACT 

BOYD LIGHTING FIXTURE COMPANY 
BRADFORD STEWART 

BRUNSCHWIG & FILS, INC 

CACHE 

CALLARD & OSGOOD, LTD 
CARNEGIE 

CHARLES POLLOCK REPRODUCTIONS, INC 
COASTAL LIVING 

CONRAD IMPORTS, INC 

CORBETT LIGHTING, INC 

COWTAN & TOUT/LARSEN 

DAVID SUTHERLAND, INC 

DBS CUSTOM CABINETRY 

DIALOGICA 

DONGHIA FURNITURE 

DORALFE 

DRAPER-DBS, INC 

EDWARD FIELDS, INC 

ELIZABETH EAKINS, INC 

ELLE DECOR 

ENKEBOLL DESIGNS, INC 

FREWIL, INC 

GLORIA DE PALLEJA DESIGN & INTERIOR ARCHITECTURE 
HERMAN MILLER INC 

HOLLY HUNT LTD. 

HOUSE BEAUTIFUL 

INTERIORS & SOURCES 

IRONIES, INC 

1. ROBERT SCOTT, INC 

JANE VICTOR ASSOCIATES 

JANUS et Cie 

JOHN BOONE, INC 

JOHN CHARLES DESIGNS, INC 
KEILHAUER 

KERRY JOYCE ASSOCIATES 

KFD DESIGNS, LTD 

KNOLL INC 

LANDSCAPE FORMS, INC 

LOUIS POULSEN & CO. A/S 

M. CRAIG CABINETMAKERS 

M.L. STOCKWELL INTERIORS 

M2L, INC 

McKINNON & HARRIS 

McNAMARA & HIRSCHMAN 

MICHAEL TAYLOR DESIGNS INCORPORATED 
MILLIKEN CARPETS 

MIMI LONDON, INC 

MORLEN SINOWAY - ATELIER 
MOROSO S.P.A 

NIERMANN WEEKS 

ODEGARD INC 

ORIGINALS 22 

ORTHO SEATING, INC 


PHYLRICH INTERNATIONAL 
POULSEN LIGHTING, INC 
QUATRAIN I 
RICHARD MULLIGAN SUNSET COTTA 
ROCK WOOD CASUAL FURNITURE 
ROSE TARLOW MELR H E 
RUINE DESIGN ASSOC S, INC 
SHAPER LIGHTING 
SHEARS & WINDOW 
5 )YNASTY INC 
SIRMOS "A DIVISION OF BROMANTE CORP." 
SNAIDERO INTERNATIONAL USA 
SOUTHERN ACCENTS 
SPECIALTY TEXT 
SUMMER HILL, LTD 
SUMMIT FURNITURE, INC 
SUSAN DEMPSEY LIGHTING 
SUTHERLAND 
TAMALPAIS TIM 
THE AMERICAN GLASS LIGHT 
THE BILLY BALDWIN C 
THE FARMHOU 
THE HOLLY HUNT C 
THE STEPHANIE ODEGAR JMPANY, INC 
THE WICKER WO 
THERIEN STUDIO WORKSHOPS 
THOMAS PHEASANT COLLECTION 
VENTRY LIMITED 
WEATHER ESTATE FURNITU: 
WILLIAM DRAPER CABINETMAK 
WILLIAM SWITZER & ASSOCIATES, LTD 
ZUMTOBEL STAFF LIGHTING, INC 


STOPPING KNOCK- OFFS 


FOR INFORMATION CONTACT: FOUNDATION FOR DESIGN INTEGRITY 
1950 North Main Street, #139 • Salinas, CA 93906 • Tel 650.326.1867 • Fax 408.449.7040 * www. ffdi.org 


LG Industrial Systems USA, Inc. 
1000 Sylvan Avenue 
Englewood Cliffs, NJ 07632 
Tel: 888-544-7872 


LECOR Inc. 

PO Box 4425 

Lincoln, NE 68504 

Tel: 800-447-3576 

Fax: 402-467-2819 
envsales@env.licor.com 
www licor.com 


Liberty Brass Turning Co. 
38-01 Queens Blvd. 

Long Island City, NY 11101 
Tel: 718-784-2911 

Fax: 718-784-2038 
www.Libertybrass.com 


Light and Sound Design, Inc, 
1415 Lawrence Drive 
Newbury Park, CA 91320 
Tel: 805-499-6886 

Fax: 805-499-5545 


Light Corporation 

14800 172nd Avenue 
Grand Haven, MI 49417 
Tel: 616-842-5100 

Fax: 616-846-2144 
pauld@lightcorp.com 
www lightcorp.com 


Light Craft Mfg. 
220 Sullivan Road 
Fremont, OH 43420 
Tel: 419-332-0536 
Fax: 419-332-0987 


Light Design Systems 

1839 Woodview Avenue 
Pickering, ON LIV 113 
Canada 

Tel: +905-509-0331 

Fax: +905-509-0476 
Ids@lightdesignsystems.com 
www. lightdesignsystems.com 


The Light Source, Inc. 
PO Box 767 
Ft. Mill, SC 29716 
Tel: 800-737-5737 
Tel: 803-547-4765 

ах: 803-547-5737 
www.thelightsource.com 


Light Source Energy Services 
14 Forest Avenue 

Caldwell, NJ 07006 

Tel: 201-226-7283 

Fax: 201-226-8106 
EMan925@aol.com 


Light Waves Concept, Inc. 
1 Bond Street Unit 2C 
New York, NY 10012 

Tel: 212-677-5267 

Fax; 212-677-6945 
LiteWaves1 @aol.com 


Lightalarms Electronics Corp. 
PO Box 512 

Baldwin, NY 11510-0512 
Tel; 803-874-1711 

Fax: 803-874-3907 


Lightech Inc. 

PO Box 9355 

South Laguna, CA 92652-7334 
Tel: 949-248-3125 

Fax: 949-248-5468 
lightech@earthlink.net 
www.lightech.com 


Lightguard 

126 Chloride Road 

Burgaw, NC 28425 

Tel: 910-259-1131 

Fax: 800-403-6927 
lightguard@chloridegroup.com 
www lightguard.com 


Lighthouse Address Systems 
8143 Britt Drive 

Orlando, FL 32822 

Tel: 407-658-4989 

Fax: 407-658-9671 
info@lighthouseaddress.com 
www lighthouseaddress.com 


Lighting and Electronic Design, Inc. 


190 Sierra Court C-6 
Palmdale, CA 93550 
Tel: 800-700-5483 
Tel: 805-575-2225 
Fax: 805-575-2232 
sales@ledlinc.com 
www ledlinc.com 


Lighting and Electronics Inc. 
Market Street Industrial Park 
Wappinger Falls, NY 12590 
Tel: 914-297-1244 

Fax: 914-297-9270 
LE@mhv.net 


Lighting Components 

& Design Inc. 

692 South Military Trail 
Deerfield Beach, FL 33442 

Tel: 954-425-0123 

Fax: 954-425-0110 

www LightingComponents.com 


Lighting Control & Design Inc. 
2400 N. San Fernando Road 
Los Angeles, CA 90065 

Tel: 800-345-4448 

Fax: 323-226-1000 

www lightingcontrols.com 


Lighting Control, Inc. 
260 Bridgewater Road 
Aston, PA 19014 

Tel: 610-859-8323 
Fax: 610-859-8320 
lci&mcione.com 


The Lighting Depot 

625 Ridge Pike, Building C 
Suite 103 

Sonshohocken, PA 19428 
Tel: 610-832-7960 

Fax: 610-832-1494 


Lighting Louvers 

147-39 175th Street, Room 210 
Jamaica, NY 11424 

Tel: 718-632-0198 

Fax: 718-656-5859 


Lighting Sciences Inc. 
7830 E. Evans Rd 
Scottsdale, AZ 85260 

Tel: 602-998-9252 

Fax: 602-998-9498 

www. lightingsciences.com 


Lighting Sculptures Inc. 
66 N. Industry Court 
Deerpark, NY 11729 
Tel: 516-242-3387 

Fax: 516-242-3461 


Lighting Services Inc 

2 Kay Fries Drive 

Stony Point, NY 10980 

Tel: 800-999-9574 

Fax: 914-942-2177 
www.LightingServicesInc.com 


Lighting Source, Inc. 
PO Box 835282 
Richardson, TX 75083 
Tel: 888-385-4448 

Tel: 972-788-5483 

Fax: 972-788-0087 
lighting@cyberramp.net 
www.ballastsource.com 


Lighting Source Inc. 

7901 Sandy Spring Road, Suite 204 
Laurel, MD 20707 

Tel: 301-362-1100 

Fax: 301-362-1110 


Lighting Technological 
Innovations, Inc 

925 Waverly Avenue 
Holtsville, NY 11742 
Tel: 516-475-2640 
Fax: 516-475-3160 
lti@bccom.com 
www.lightingtech.com 


Lightly Expressed Ltd 

803 Eighth Street 

Salem, VA 24153 

Tel: 540-387-2104 

Fax: 540-387-2105 
sales@lightlyexpressed.com 
www.lightlyexpressed.com 


LIGHTOLIER’ 


Lightolier 

631 Airport Road 

Fall River, MA 02720 

Tel: 800-215-1068 

Tel: 508-679-8131 

Fax: 508-674-4710 
tbaccari@genlyte.com 

www lightolier,com 

Lightolier, one of the oldest names 


Lightolier Controls 

2413 South Shiloh Drive 
Garland, TX 75041 

Tel: 800-526-2731 

Fax: 972-271-4077 


Lightron of Cornwall, Inc. 
1126 River Road 
New Windsor, NY 12553 
Tel: 914-562-5500 
Fax: 914-562-3082 
lightroni&aol.com 

See our ad on page 41. 


Lightronics, Inc. 

509 Central Drive 

Virginia Beach, VA 23454 
Tel: 800-472-8541 

Tel: 757-486-3588 

Fax; 757-486-3391 

www, light-ink.com/litronics 


Lights of America Inc. 

611 Reyes Drive 

Walnut, CA 91789 

Tel: 800-321-8100 

Fax: 909-594-6758 

www lightsofamerica.com:80 


Lightspann Illumination Design 
5753 Landregan Street 
Emeryville, CA 94608 

Tel: 510-601-8500 

Fax: 510-601-8511 
cspann@lightspann.com 


Lightsystems Technologies Corp. 
PO Box 1199 

Palm City, FL 34991-1199 

Tel; 561-221-0909 

Fax: 561-221-9147 
sales@lightsystems.net 
lightsystems,net 


LightTech Group, Inc. 
161-15 Rockaway Blvd 
Jamaica, NY 11434 
Tel: 718-525-9200 

Fax: 718-525-2488 


Lightway Industries 
25345 Industry Drive 
Valencia, CA 91355 
Tel: 800-325-4448 
Fax: 805-257-0201 
info@lightwayind.com 
www .lightwayind.com 


Lightworks 

3345 West Hunting Park Avenue 
Philadelphia, PA 19132-1888 
Tel: 215-223-9200 

Fax: 215-227-7332 
paltman@aol.com 


Linear Lighting Corp, 

31-30 Hunters Point Avenue 
Long Island City, NY 11101 
Tel: 718-361-7552 ext 120 
Fax: 718-937-2747 


Link USA International 
252 West 38th Street 
New York, NY 10018 
Tel: 212-719-1930 
Fax: 212-719-1029 


The Revolutionary 
Multi Beam 2000 
Light Conveyance System... 


The preferred choice for single 
source linear lighting. 


he Multi Beam 2000" MBL Linear Series is a 

single source light conveyance system that trans- 

ports light from one 70 watt HID lamp into 
multiple light beams that can be adjusted up to 80° 
vertically, and 30° horizontally. 

The MBL Linear series improves lighting levels by 
200%, requires one third the electricity of conventional 
lighting, utilizes “fiber-optic free" conveyance technolo- 
gy, simplifies electrical distribution, and increases lamp 
life by 300%. The systems’ norheat producing Ather- 
mal beams significantly reduce air conditioning loads. 
Simplified installation, less power and less maintenance 
provide dramatic savings. 

The MBL Linear Series is part of the patented 
MultiBeam 2000" line of environmentally safe products 
that reduce emissions associated with electrical genera- 
tion process. 

The MBL Linear Series provides an energy saving, cost 
effective alternative to halogen and incandescent lamps 
and is perfect for feature wall lighting. 


The MBL uses an engineered refractive 
optical train that transports light from 
a single 70 watt metal halide lamp to 
two luminaires, producing four inde- 
pendently adjustable beams, 


— Miti 
2000™ 
Light Conveyance System 


LIGHTR@N 

Lightron of Comwal, Inc., 65 River Rond, PO. Box 4270, New Windsor, NY 12553 

Tel: (914) 562-5500 Fox: (914) 562-3082 Email: lightron!@aol.com 

Circle No. 18 on product service card 

Mas Bears 2000" i о modemak d tros of Coma, ic, 5 соруу, foe ond domestic patented, patents pending, UL isted ond IBEW mode. 


Ше Торз 

635 Sayre Avenue 
Perth Amboy, NJ 08861 
Tel; 800-LITE-TOP 

Tel: 732-442-0099 

Fax: 732-442-0208 


Litecontrol Corp. 

100 Hawks Avenue 
Hanson, MA 02341 
Tel: 781-294-0100 
Fax: 781-293-2849 
info@litecontrol.com 
www litecontrol.com 


Litelab Corp. 

251 Elm Street 
Buffalo, NY 14203 
Tel: 800-238-4120 
Fax: 716-856-0156 


Liteline Corporation 

89 A Connie Crescent, Unit 3 
Concord, ON L4K 113 
Canada 

Tel: 905-669-6494 

Fax: 905-738-9736 
sales@liteline.com 

www liteline.com 


Lites On, Ltd. 

1564 Third Avenue 
New York, NY 10128 
Fax: 212-534-6363 


LiteTouch Inc. 

0S 700 W 

Salt Lake City, UT 84117 
Tel: 801-268-8668 

: 801-268-9200 
info@litetouchine.com 
www litetouchine.com 


Litetronics International Inc 
4101 West 123rd Street 
Alsip, IL 60803 

Tel: 708-389-8000 

Fax; 708-371-0627 

www litetronics.com 


(А LITHONIA LIGHTING 
BEST VALUE IN LIGHTING 


Lithonia Lighting 
PO Box A 
Conyers, GA 30012-9001 
Tel: 770-922-9000 
Fax: 770-860-3183 
thogan@lithonia.com 
www lithonia.com 
Lithonia Lighting is North 
America’s largest manufacturer of 
commercial, industrial, architec- 
tural and residential lighting 
products. Lithonia’s comprehen- 
sive line of products includes flu- 
orescent and HID fixtures for 
commercial and industrial appli- 
cations, as well as a complete line 
of decorative residential prod- 
ucts; outdoor architectural light- 
ing; fountain and underwater 
lighting; emergency lighting and 
power systems; exit signs; 
controls systems and flexible 
wiring systems. 

See our ad on Cover 4. 


Lithonia Lighting (Canada) 
1100 50th Avenue 
Lachine, QB H8T 2V3 
Canada 
Tel: 514-639-3571 

ах: 514-639-3570 


Littelfuse, Inc. 

B00 East Northwest Highway 
Des Plaines, IL 60016 

Tel: 847-824-1188 

x- 1-800-522-POWR 

www littelfuse.com 


Little Stage Lighting Co. 
PO Box 541204 

Dallas, TX 
Tel: 214-35 
Fax: 214-358-3515 


Littlite/CAE, Inc 

POB 430, 10087 Industrial Drive 
Hamburg, MI 48139-0430 

Tel: 810-231-9373 

Fax: 8 1-1631 

inc.com 

www littlite.com 


Live Wire Ent., Inc 
PO Box 670081 


mimilivewire@msn.com 
LLD, Inc. 

4131 Vanown Place 
Burbank, CA 91505 
Tel; 818-956-3211 
818-956-3233 
lldinc&aol.com 
www.llcdinc.com 


Lorin Industries 

PO Box 0766 

Muskegon, MI 49443-0766 
Tel: 616-722-1631 

Fax: 616-726-6186 


Los Angeles Lighting Mfg Co. 


El Monte, CA 91731 
Tel: 818-454-8300 

Fax: 818-454-8399 
jeaston@lalighting.com 
www lalighting.com 


Lotton Art Glass 
24760 Country Lane 
Crete, IL 60417 

Tel: 800-661-0950 


Louisville Lamp Co. 

3316 Gilmore Industrial Blvd. 
isville, KY 40213 
502-964-4094 

Fax: 502-964-1349 
loulamp£16lou.com 


Lowel-Light Manufacturing, Inc 
140 - 58th Street 

Brooklyn, NY 11220 

Tel: 800-334-3426 

Tel: 718-921-0600 

Fax: 718-921-0303 
dsherwood&lowel.com 


LSI Industries 

10,000 Alliance Rd 
Cincinnati, OH 45242 
Tel: 513-793-3200 
Fax: 513-793-0147 


LSS Laboratories 

PO Box 1670 

Center Harbor, NH 03226 
Tel: 603-476-2720 
Fax: 603-6494495 


LTI International 

2150 Goodlette Road, Suite 400 
Naples, FL 33940 

Tel: 941-649-1316 

Fax: 603-476-2725 


LTM Corp. of America 
11646 Pendleton Street 
Sun Valley, CA 91352 


Lucifer Lighting Co. 

414 Live Oak Street 

San Antonio, TX 78202 

Tel: 800-879-9797 

Tel: 210-227-7329 

Fax: 210-227-4967 
www.thelightingcenter.com/lucifer 


Luigi Crystal 

7332 Frankford Avenue 
Philadelphia, PA 19136 
Tel: 215-338-2978 


Lumacell, Inc. 

120 Nashdene Road 
Scarborough, ON MIV 2W3 
Canada 

Tel: 416-292-9782 

Fax: 416-299-0024 


Lumark/ Brand of Cooper Lighting 
400 Busse Road 

Elk Grove Village, IL 60007 

Tel: 770-486-4800 

Fax: 770-486-4801 
talktous@cooperlighting.com 
www.cooperlighting.com 


LumaSys Corporation 

50 Weybright Court А12 
Scarborough, ON М1$ 5A8 
Canada 

416-299-7117 

Fax: 416-299-6818 


Lumatech Corporation 
5900 Christie Avenue 
Emeryville, CA 94608 
Tel; 800- 
Tel: 510-6: 
Fax: 510-428-0622 
mail@lumatech.com 

www light-link.com/lumatech 


Lumax Industries Inc. 

Chestnut Avenue & Fourth Street 
Altoona, PA 16603 

Tel: 814-944-2537 

Fax: 14-944-6413 
sales@lumaxlighting.com 

www. lumaxlighting.com 


Lumca Inc 

1049 Avenue Lapierre 
St. Emile, QB G3E 1H8 
C la 

Tel: 418-650-1693 


Lumec Design Inc. 

PO Box 5172 

Hills, CA 90210 
213-936-7997 

к: 213-935-9550 


Lumec Inc. 

2645-A Watt 

Sante Foy, QB GIP 3T2 
Canada 

Tel: 418-650-1693 

Fax: 418-650-1896 


Lumenton Lighting 
1745 East 7th Street 
Los Angeles, CA 90021 
Tel: 213-489-2600 
Tel: 888-458-6368 
Fax: 213-489-5157, 
alan&lumenton.com 
www.lumenton.com 
Lumenton is an innovative 
California-based outdoor lighting 
company and a leader in state-of- 
the-art, energy-efficient light 
sources. Founded by an aerospace 
electrical engineer and lighting 
industry veteran, Lumenton is 
dedicated to providing the design 


8-758-6368 


LUMENYTE 


INTERNATIONAL CORPORATION. 


Lumenyte International Corp. 
12 Whatney 
Irvine, CA 92618 
Tel: 949-829-5200 
949-829-5201 
licinfo@deltanet.com 
www.lumenyte.com 
Lumenyte's fiber-optic systems 
are the right solution for hun- 
dreds of lighting challenges. And 
the technology is backed by a 
company that has been in the 
fiber-optic business for 15 years, 
has extensive lighting design 
capability and provides a system 
manufactured totally at LIC. This 
means LIC provides all of the ser- 
vices you need for a successful 
application. 

See our ad on page 43. 


Lumetta 

69 Aster Street 

Warwick , RI 02893 
: 401-821-9944 

Fax: 401-821-9955 
www. lumettainc.com 


Lumi-Decor Inc 

10117 W Oakland Park Blvd. 
Suite 404 

FL 33351-6217 

Tel: 954-522-3738 

Fax: 954-749-7104 


Sunrise, 


Lumid Inc 

2190 Blvd de Maisonneuve est 
Montreal, QC H2K 2E3 
Canada 

Tel: 888-865-8643 

Tel: 514-524-1831 

Fax: 514-524-2409 
dalary@lumid.com 
www.lumid.com 


b Lumiére 


Design & Manufacturing 


Lumiere/Brand of Cooper Lighting 
400 Busse Road 
Elk G 2e, IL 60007 
Tel: 805-496-2003 
Fax: 805-496-2303 
lights&lumieredesign.com 
www.lumieredesign.com 
Lumiere Design and 
Manufacturing is the leader in 
outdoor architectural and land- 
scape lighting, Lighting profes- 
sionals the world over rely on 
Lumiere fixtures to add that extra 
measure of performance and 
beauty to their projects, which 
include many national monu- 
ments, resort hotels, theme parks, 
malls and fine homes. You too 
can specify Lumiere fixtures with 
pride, conviction and confidence. 
See our ad on tbis page. 


Lumiere Surya 

227 Wilkenson Road 
Brampton, ON 16Т 4M2 
Canada 

Tel: 905-459-0975 


Fax: 905-459-8764 


Luminator, Aircraft Products 
1200 East Plano Pkwy., Suite 300 
Plano, TX 750 
Tel: 972-881-5483 
Fax: 972-881-8900 
www.luminatorusa.com 


Luminescent Systems Inc 
(formerly Loctite ) 

Etna Road 

Lebanon, NH 03766 


Tel: 603-4 


3444 
Fax: 603-448-3452 
www.lumsys.com 


Luminessence 
Box 1003 
Leaburg, OR 97489 


Tel: 541-896-3467 


Luminis L.C./Lutrex 
2005 Cypress Creek Road #206 
Ft. Lauderdale, FL 33309 


Tel: 954-771-3252 


Fax: 954-771-1668 


luminis@icanect.net 
Lumispec 

1100 W, Indiana Avenue 
Philadelphia, PA 19133 
Tel: 215-227-5257 


Fax: 215. 


2222 


Lumisphere USA 
9429 Courthouse Roa 
VA 


540-582-785 


Spotsylvar 
Tel 


Fax: 540-582 


www.the-forest.com/lumisphere 
Lumisphere offers either a 12V or 
24V system. The 24V system boasts 
a 20,000-hour Xenon lamp, while 
the 12V system will provide a halo- 
gen lamp with 6,000 hour life. Both 
systems are UL-listed for wet or dry 
locations. The spacing of lamps is 
discretionary as called for. 


Hollywood 


1701 


‘tal Halide Imaging Projector 


өн HD | 


or indoor t Ruyecd corsi 
onstruction with ТҮҮ 
ШАКИ ЛЛ ЕКШ 


(805) 496-2003 


Winner 
Landscape Lighting 


E 
COOPER Lighting 


Total system manufactured and integrated by Lumenyte for MOTE light. 


Widest numerical aperture for more light. Largest diameter core for more light. 
Easy harness coupling for more light. There is a reason large multinational companies 
and the US government chose Lumenyte's STA-FLEX* fiber optics. They want MOTE light. 


STA-FLEX is your only choice for mOre light. 


DEFINING THE FUTURE OF LIGHTING" 
1 aaa: 
© LUMENYTE 


LUMENYTE INTERNATIONAL CORPORATION 
12 Whatney, Irvine, California 92618 USA PHONE: (949) 829-5200 FAX: (949) 829-5201 
WEBSITE: www.lumenyte.com E-MAIL: licinfo@deltanet.com 


Circle No. 19 on product service сага 


National Council оп Qualifications 


for the Lighting Professions 


AUGUST JU А $58 


F Application Deadline 
"Septem er 171999 


Examination 


November 6, 1999 


) Yes, please forward a copy of 


the 1999 LC Candidate 


Handbook and add me to the NCQLP mailing list. 


Please indicate if your address is: © Ноте ) Office 


NAME 


COMPANY 


ADDRESS 


PHONE 


E-MAIL 


Send completed form to: 

National Council on Qualifications for the Lighting Professions 

4401 East-West Highway, Suite 305 

Bethesda, MD 20814 

(Phone) 301-654-2121 • (Fax) 301-654-4273 

Circle No. 21 on product service card 
—— ee > А, 


[ 
| lighting certification examination 


lhe LC is a professional credential and 
may only be used by individuals who 
have successfully met the eligibility and 


examination requirements, 


LCs have a broad knowledge base in an 
increasingly specialized practice, and the 


certification demonstrates value to the 


individual. their companies and the 


industry. 


NCQLP Certification is a voluntary 
industry-led effort that recognizes 
professionals who have met specified 
basic standards as measured by the 
Lighting Certification Examination 
and demonstrates to the public that 
the individual can apply fundamental 


lighting principles and techniques, 


It's a competitive world out there. To build your business, 
and keep it thriving, you need every advantage you can 
get. If you design or specify lighting, or if you buy, sell, 
install, maintain or manufacture lighting products, you 
can't afford to overlook the benefits of professional 
certification through the NCQLP. 


The NCQLP is a non-profit independent certifying body 
founded in 1991 by practitioners in the lighting industry. 
Its mission is to protect the well-being of the public 
through effective, efficient lighting practice. The NCQLP 
establishes the education, experience and examination 
requirements for lighting certification. 


Comprised of 14 member organizations from lighting and 
related industries, the NCQLP is supported by member and 
industry contributions supplemented by major grants from 
the Environmental Protection Agency (EPA) and the 
Department of Energy - Federal Energy Management 
Program (FEMP). Membership is open to organizations and 
associations in lighting and related industries. 


Lumitech, Inc 

26062 Eden Landing Road, Suite 6 
Hayward, CA 94545 

Tel: 510-732-2956 

Fax: 510-732-2953 


www.lumitechinc.com 


Lumitek 

9639 Doctor Perry Road, 210-5 
Ijamsville, MD 21754-8758 
Tel: 800-992-5149 

Tel: 301-831-1001 

Fax: 301-831-8221 


Lumitex, Inc 

8463 Dow Circle 
Strongsville, OH 44136 
Tel: 440-243-8401 

Fax: 440-243-8402 
info@lumitex.com 
www. lumitex.ocm 


Luraline Products Co 
2388 NW 150th Street 
Opa Locka, FL 33054 
Tel: 800-940-6588 
Fax: 305-685-6500 


Lutron Electronics Co. Inc 
7200 Suter Road 
Coopersburg, PA 18036 
Tel: 610-282-3800 

Fax: 610-282-1146 
news@lutron.com 
www.lutron.com 


LuxArt 

763 Des Merles 
Longueuil, QC J4G 2K8 
Canada 

Tel; 514-990-0771 

Fax: 514-990-0122 
www. luxart.com 


When corporate clients need to 
eliminate glare, reflections and 
shadows from VDT screens and 
work-surfaces, light- 
ing professionals often 
recommend indirect 


WHY Two- 


Now Luxo offers the intelligent 
alternative: two-component light- 
ing. Interchangeable families of 
energy-efficient, high- 
performance, indirect 
luminaires — supple- 


lighting: a one- ( |OMPONIENT mented by portable, 


component solution. 


Installed in monon- 


tonous rows, most 


LIGHTING 
Is YOUR lighting. 


adjustable asymmetric 
and symmetric task 


indirect. lighting SINGI E BEST Available in a range 


proves inflexible and 
unappealing. It fails 
to cut glare where 
most needed — on VDT screens 
and worksurfaces. 


SOLUTION 


of wattages, in 
original contemporary 
designs, all Luxo 
two-component lighting is UL 
and CUL listed. 


TWO-COMPONENT LIGHTING: 


THE INTELLIGENT 


ALTERNATIVE 


For detailed product literature and specifications telephone: 


Toll-free (800) 222-LUXO (5896) or (914) 93. 


(33 * FAX: (914) 937-7016 


Luxo Corporation 
36 Midland Avenue * PO Box 951 * Port Chester, NY 10573 


Circle No. 22 


Luxo Corporation 
36 Midland Avenue, PO Box 951 
Port Chester, NY 10573 
Tel: 800-222-5896 
Tel: 914-937-4433 
Fax: 800-648-2978 
Fax: 914-937-7016 
The 61-year-old company that 
pioneered portable, adjustable 
task lighting, is now a full-ser- 
vice resource for original-design 
task and ambient indirect lumi- 
naires. Luxo Coprotation offers 
a complete array of ceiling pen- 
dant fixtures, wall sconces and 
floor lamps that provide func- 
tional as well as decorative light- 
in solutions. 

See our ad on tbis page. 


Luxon Electronics 
3700 Griffith 5302 
St. Laurent, QB НАТ 1A7 
Canada 
Tel: 514-739-95 
Fax: 514-739-7812 


Lycian Stage Lighting 

PO Box D 

Sugar Loaf, NY 10981 

Tel: 914-469-2285 

Fax: 914-469-5355 
lycian&ny.frontiercomm.net 
www lycian.com 


Lyte Poles Incorporated 
POB 340 

Eastpointe, MI 48021 
Tel: 810-771-4610 

Fax: 810-771-5527 


M 


М. С. Lights & Mfg, Ltd 
165 Saunders Road 
Barrie, ON L4M 6E7 
Canada 

Tel: 705-739-7886 
739-1067 


Fax: 70 


M & M Plastics 

& Lighting Components 
PO Box 52535 
Philadelphia, PA 19152 
Tel: 215-958-8440 


Fax: 215-947-2553 


www.mmltgcomp.aol 


MA Lighting U.S.A 

418 Woodlake Drive 
McQueeney, TX 78123 

Tel; 210-557-5382 

Fax: 210-557-5383 
mabernd@connecti.com 
www.connecti.com/malight 


MAC Lighting Systems 
2479 Industrial Parkway West 


Macro Electronics/Divison of 
Leviton Lighting Controls 
9013 Tuscany Way =100 
Austin, TX 78754-4729 

Tel: 800-996-2276 

Tel: 512-927-7711 

Fax; 512-927-7799 


kmiller@leviton.com 


Magic Gadgets 

PO Box 4244 
Portland, OR 97208 
Tel: 503-286-4193 
Fax: 503-28 
BILL@MAGICGADGETS.com 
www.MAGICGADGETS 


com 


Magnaray International 
PO Box 990 
Bradenton, FL 34206 
Tel: 941-755-2111 

Fax; 941-751-5483 
magnaray@sprynet.com 
www. miagnaray,com 


MagneTek Lighting 
Products Group 

26 Century Blvd. #600 
Nashville, TN 37214-4602 
Tel: 800-BALLAST 

Tel: 615-316-5100 

"ax: 615-316-5162 

Fax: 615-316-5186 
ballast@magnetek.com 
www.magnetek.com ballast 


MagniFlood Inc 

7200 New Horizons Blvd 
North Amityville, NY 11701 
Tel: 516-226-1000 

Fax: 516-226-4444 
www.magniflood.com 


Malcolite Corporation 
590 Monterey Pass Road 
Monterey Park, CA 91754 
Tel: 800-527-5777 

Tel: 818-289-0115 

Fax: 818-289-0226 
malcolite@msn.com 


Manhattan Neon Sign Corp. 
335 W 38th Street 

New York , NY 10018 

Tel: 212-714-0430 

Fax: 212-947-3906 


Manning Lighting 
1810 North Avenue 
Sheboygan, WI 53083 
Tel: 920-458-2184 
Fax: 920-458-2491 
info@manningltg.com 
www.manningltg.com 


Mantis Design Inc 
746 Carroll Street 
Brooklyn, NY 11215 
Tel: 718-832-3425 
Fax; 718-788-3623 


The Marble Company 

PO Box 160030, 421 Hart Lane 
Nashville, TN 37216 

Tel: 800-759-5905 

Tel: 615-2 


Marinco Specialty Wiring Devices 


2655 Napa Valley Corporate Drive 


Napa, CA 94558 

Tel: 800-767-8541 
Tel; 707-226-8600 
Fax: 707-226-9670 


Mario Industries Inc 
PO Box 769 

Westport, CT 06881 
Tel: 20; 


Mark Lighting Fixture Co. Inc. 
PO Box 453 

Edison, NJ 08818-0453 

Tel: 908-985-2600 

Fax: 908-985-8441 


Marktech Optoelectronics 
5 Hemlock Street 
Latham, NY 12110 

Tel; 800-984-5337 

Tel: 518-786-6591 

Fax: 518-786-6599 
info@marktechoptp.com 
www.marktechopto.com 


Marlin Controls, Inc 

13661 Jupiter Road, Suite 302 
I , TX 75238 

Tel: 800-788-5750 

Tel: 214-553-5700 

Fax: 214-553-1011 
mchigani@marlincontrols.com 
www.marlincontrols.com 


Martin Professional, Inc 
3015 Greene Street 
Hollywood, FL 33020 
Tel: 954-927-3005 

Fax: 954-929-6405 
www.martin.dk 


Marvin Alexander Inc 
315 East 62nd Street 
New York, NY 10021 
fel: 212-838-2320 
Fax: 212-754-0173 


Material Plane 

PO Box 389 

2504 Rosicky Avenue 
Malin, OR 97632 
Tel: 541-723-2750 
Fax: 541-722 
matplane@aol.com 
www. materialplane.com 


Matrix / Thomas Lighting 
1051 South Green Street 
Tupelo, MS 38801 
Tel; 601-842-7212 
Fax; 601-841-5596 


Matthews Studio Equipment, Inc 
2405 Empire Avenue 

Burbank, CA 91504 

Tel: 800-CE-STAND 

Tel: 818-843-6715 

Fax: 213-849-1525 


MaxLite 

60 East Commerce Way 
Totowa, NJ 07512 

Tel: 800. 
Tel: 973-256-3; 
Fax: 973 
maxliteu 
www light-link.com/maxlite 


MBT Lighting & Sound 
PO Box 30819 
Charleston, SC 29417 

Tel: 803-763-9096 

Fax; 803-763-9096 
www.mbinternational.com 


McFadden Lighting Co. Inc 
2601 Ohio Avenue 

St. Louis, MO 63118 

Tel: 800-325-9532 

Fax: 314-773-5741 


McGill Electrical Product Group 
1002 North Campbell Street 
Valparaiso, IN 46385 

Tel: 219-465-2200 

Fax: 219-46 
www.mcgillelectrical.com 


MeGraw-Edison 
Lighting 

i00 Busse Road 
Elk Grove Village, IL 60007 
Tel: 770-486-4800 

Fax: 770-486-4801 
talktous@cooperlighting.com 
www.cooperlighting.com 


Brand of Cooper 


McGuire 

1201 Bryant Street 

San Francisco, CA 94103 
Tel: 415-626-1414 

Fax: 415-864-8593 
www.mcguirefurniture.com 


McMahan Research 
Laboratories, Inc 

101 N. Columbia Street 
Chapel Hill, NC 27514-3502 
Tel: 888-942-8825 

Tel: 919-942-8825 

Fax: 919-942-2859 
info@mrl.com 
www.mrl.com 


McPhilben Outdoor Lighting 
2661 Alvarado Street 

San Leandro, CA 94577 

Tel: 51€ -6900 

Fax: 510-357-3088 
www.mcphilbenlighting.com 


Medcom 

PO Box 1608 
Manhattan, KS 66502 
Tel: 913-537-7848 
Fax: 913 


Mercury Lighting Products Co. 
20 Audrey Place 

Fairfield, NJ 07004 

Tel: 201-244-9444 

Fax: 201-244-9522 


1999 


Merix Chemical Co. 
2234 E. 75th Street 
Chicago, IL 60649 
Tel: 773-221-8242 


Fax: 773-221-3047 


MetaLite Corp. 
1815 Troy Street 

New Albany, IN 47150-5713 
Tel: 812-944-6600 

Fax: 812-944-8474 


Metalloxyd Inc 

2920 NE Parkway 
Atlanta, GA 30360 
Tel: 404-449-3454 
Fax: 404-449-3677 


Metalmek 


4 Gordon Baker Road 
North York, ON M2H 3B4 
Canada 

Tel: 800-497-8772 


MetalOpties Inc 

2011 W. Rundberg Lane 
Austin, TX 78758 

Tel: 800-822-4188 

Tel: 512-832-0025 

Fax: 512-832-1469 
michp@holophane-austin 


Metalumen Mfg. Inc 
570 Southgate Drive 
Guelph, ON NIH 6J3 
Canada 

Tel: 519-822-4381 
Fax: 519-822-4589 


Metalux / Brand of Cooper Lighting 
400 Busse Road 

Elk Grove Village, IL 60007 

Tel: 770-486-4800 

Fax: 770-486-4801 
talktous@cooperlighting,com 
www.cooperlighting.com 


Meteor Light & Sound Co. 
8000 Madison Pike 

Madison, AL 35758 

Tel: 256-461-8000 

Fax: 256-461-7708 
meteorsales@compuserve,com 
www.meteor-global.com 


Metro Lighting & Crafts 
2216 San Pablo Avenue 
Berkeley, CA 94702 

Tel: 800-638-7620 

Fax: 888-481-6200 
www. metrolighting.com 


MetroLux Lighting 

PO Box 1389 

Franklin Park, IL 60131-8389 
Tel: 847-451-3258 

Fax: 847-451-7516 
ekramer@qlty.com 
www.metrolux.com 


Metropolis Metal Spinning & 
Stamping Co., Inc. 

4551 Furman Avenue 
Bronx, NY 10470 

Tel; 800-423-0505 

Tel: 718-325-5652 

Fax: 718-655-6859 


www.metropolisind.com 


Metropolitan Lighting/Camer Glass 


Lighting Corp. 

200 Lexington Avenue 
Showroom 512 

New York, NY 10016 
Tel; 800-233-4500 

Tel: 212-545-0032 
Fax: 212-545-0031 
metro200lx.com 


Meyda Tiffany 

55 Oriskany Blvd 
Yorkville, NY 13495 
Tel: 800-222-4009 
Tel: 315-768-3711 
Fax: 800-651-3453 
Fax: 315-768-1428 


The Mica Lamp Company 
517 State Street 

Glendale, CA 91203 

Tel: 800-905-2677 

Tel; 818-241-7227 

Fax: 818-241-5439 


Mica Lighting Company, Inc. 
717 S. State College Blvd *L 
Fullerton, CA 92631 

Tel: 714-738-8448 

Fax: 714-738-7748 
webbtrad@ix.netcom.com 


Micheline Lamp Shade Studio 
55 Brydon Drive 

Rexdale, ON M9W 4N3 
Canada 

Tel: 00-668-2362 

Tel: 416-757-9400 

Fax: 416-747-6068 


MicroLite Corporation 
1150 Powis Road 

West Chicago, IL 60185 
Tel: 630-876-0500 

Fax: 630-876-9654 
microlit@microlite.net 
www.microlite.net 


Microlites Scientific 
2370-A8 Midland Avenue 
Scarborough, ON MIS 5C6 
Canada 

Tel: 416-299-5301 

Fax: 416-299-1309 
microlites@msn.com 


MicroSun 

1667 East 40th Street 
Cleveland, OH 44103 
Tel: 216-361-4355 
Fax: 16-361-1822 


Mid-West Chandelier Co. 
100 Funston Road 
Kansas City, KS 66115 
Tel: 800-743-5485 

Tel: 913-281-1100 

Fax: 913-281-1967 


Midwest Controls, Inc. 
PO Box 414 

Pleasant Prairie, WI 53158 
Tel: 414-694-7703 

Fax: 414-694-2498 


Millerbernd Mfg. Co. 

PO Box 98 

Winsted, MN 55395 

Tel: 320-485-2111 

Fax: 320-485-4420 
millmkt@hutchtel.net 
www.thelightingcenter.com/miller- 
bernd.htm 


Minolta Corp, Instrument 
Systems Div 

101 Williams Drive 
Ramsey , NJ 07446-1293 
Tel: 201-818-3517 

Fax: 201-825-4374 
jburke@minolta.com 
www.minoltausa.com 


Miroflector Co. Inc. 
40 Bayview Avenue 
Inwood, NY 11696 
Tel: 516-371-1111 
Fax: 516-239-8462 


Mitor Industries Inc. 

PO Box 3084 

Mankato, MN 56002-4339 
Tel: 507-387-1599 

Fax: 507-387-7491 
gklein@mitor.com 

www. mitor.com 


Mitrani & Co. 

6 State Road, Suite 118 
Mechanicsburg, PA 17055-7934 
Tel; 800-648-7264 

Fax: 717-766-7017 
mitranico@aol,com 


Mitronix 

72 Joyce Road 
Tenafly, NJ 07670 
Tel: 201-894-8964 
Fax: 201-894-5530 


Mitsubishi International 
520 Madison Avenue 
New York, NY 10022 
Tel: 212-605-2392 

Fax: 212-605-1030 
ken_eben@micusa.com 
www.micusa,com 


MKS, Inc 

7 N. Industrial Blvd. 
Bridgeton, NJ 08302 
Tel: 609-451-5545 
Fax: 609-451-9096 
ellamps@aol.com 


Mobolazer 

790 Hampshire Road, #D 
Thousand Oaks, CA 91361 
Tel: 805-230-2166 

Fax: 805-230-268 


Modular International Inc. 
3941 California Avenue 
Pittsburgh, PA 15212 

Tel: 412-734-9000 

Fax: 412-734-5210 


Modular Wiring Systems 
PO Box 1207 

Americus, GA 31790 
Tel: 912-924-8000 

Fax: 912-924-5507 


Modulightor Inc. 

246 E. 58th Street 
New York, NY 10022 
Tel: 212-371-0336 
Fax: 212-371-0335 


Moffatt Products Inc 

222 Cessna Street 
Watertown, SD 57201-5613 
Tel: 800-346-0761 

Fax: 605-886-5756 


Moldcast Lighting 

1251 Doolittle Drive 

San Leandro, CA 94577 
Tel: 510-562-3500 

Fax: 510-577-5022 
marketing@prescolite.com 


Mole-Richardson Co. 

937 М. Sycamore Avenue 
Hollywood, CA 90038-2384 
Tel: 213-851-0111 

Fax; 213-851-5593 


Monarch Lighting Co. 
3601 W. MacArthur Blvd. 
Suite 901 

Santa Ana, CA 92704 

Tel: 714-641-5678 


Moonlighting 

2465 S. 19th Avenue #F 
Phoenix, AZ 85009 

‘Tel: 602-252-2029 

Fax: 602-252-8709 


Moore Lambert Lighting Inc. 
7 Crest Road, PO Box 550 
Edgefield, SC 29824 

Tel: 800-334-3324 

Tel: 803-637-3700 

Fax: 803-637-6220 

Fax: 803-637-6220 


Moritex USA Inc. 

6440 Lusk Blvd., Suite D105 
San Diego, CA 92121 

Tel: 800-548-7039 

Fax: 619-453-7907 
sales@moritexusa.com 
www.moritexusa.com 


Morlite Inc. 

1805 Pittsburgh Avenue 
Erie, PA 16502 

Tel: 814-774-9631 

Fax: 814-774-2345 


Morpheus Lights, Inc. 

3021 Kenneth Street 

Santa Clara, CA 95054 

Tel: 408-567-0660 

Fax: 408-567-9260 
chazman@morpheuslights.com 
www.morpheus.lights.com 


Morrison Lighting 
5498 Nave Drive 
Novato, CA 94949 
Tel: 415-883-2362 
Fax: 415-883-2315 
Morrlite@aol.com 


Motion Laboratories 
Trent Bldg. 
Irvington, NY 10553 
Tel; 914-591-6667 
Fax: 914-591-6832 


Motorola Lighting Inc. 
887 Deerfield Pkwy. 
Buffalo Grove, IL 60089 
Tel: 800-654-0089 

Fax: 847-215-6444 
www.motorla.com 


Mountain Moose Design 

2149 S. 3140 W 

West Valley City, UT 84119-1264 
Tel: 888-973-8095 

Fax: 801-973-0234 


Movie Palace Lighting 

7325 Melrose Avenue 

Los Angeles, CA 90046 
Tel: 213-930-1185 

Fax: 213-930-1595 


MSC Laminates and 
Composites, Inc. 

2300 E. Pratt Blvd. 

Elk Grove Village, IL 60007 
Tel: 847-439-1822 

Fax: 847-806-2134 


Mule Emergency Lighting Inc. 
325 Valley Street 

Providence, RI 02908 

Tel: 800-556-7690 

Fax: 401-521-6856 
rcross@lightworld.com 
www.lightworld.com 


Multi Electric Mfg Inc. 
4223-43 W. Lake St. 
Chicago, IL 60624 
Tel: 312-722-1900 
Fax: 312-722-5694 


Murano Due 

3607 13th Avenue 
Brooklyn, NY 11218 
Tel: 718-436-2002 
Fax: 718-436-1720 


Murfin Division of Menasha 
Corporation 

539 Industrial Mile Road 
Columbus, OH 43228 

Tel: 800-367-9214 

Tel: 614-279-6326 

Fax: 614-279-0249 
www.murfin.com 


Murray Feiss 

125 Rose Feiss Blvd. 
Bronx, NY 10454 
Tel: 800-223-8058 
Fax: 718-402-6084 


MWS/Brand of Cooper Lighting 
400 Busse Road 

Elk Grove Village, IL 60007 
Tel: 770-486-4800 

x: 770-486-4801 
talktous@cooperlighting.com 
www.cooperlighting.com 


MyTech Corp. 

706 Brentwood Street 
Austin, TX 78752 

Tel: 888-698-3242 

Tel: 512-450-1100 

Fax: 512-450-1215 
automatic@lightswitch.com 
www .lightswitch,com 


N 


N & N Productions 
5540 High Rock Way 
Sparks , NV 89431 
Tel: 702-355-9080 


Pax: 702-355-7859 


National Rig Lighting Inc. (NRL) 
PO Box 628 

Brenham, TX 77833 

Tel; 409-836-0580 


National Specialty Lighting Inc 
1753 Boxelder Street 
Louisville, CO 80227 

Tel: 800-527-2923 

Tel: 303-581-0460 

Fax: 800-527-4358 

Fax: 303-926-0011 
www.nsl-Itg.com 


The Natural Light 
1020 Arthur Drive 
Lynn Haven, FL 32444 
Tel: 800-331-3898 
Fax: 904-265-1678 
tnl@aol.com 


Nature's Design 

3260 Vista Vallata 
Gardnerville, NV 89410 
Tel: 702-266-9535 

Fax: 702-266-9635 


Neidhardt 

1760 Cesar Chavez Street, Unit C 
San Francisco, CA 94124 

Tel; 800-978-8828 

Fax: 888-494-8828 


Nemco Architectural Lighting 
207 S Horton 

Seattle, WA 98134-1929 

Tel: 206-622-1551 

Fax: 206-622-4449 


Neo-Ray Lighting Inc 
537 Johnson Avenue 
Brooklyn, NY 11237 
Tel: 800-221-0946 
Tel: 718-456-7400 
Fax: 718-456-5492 
info@neoray.com 
www,neoray.com 


See our ad on page 15. 


Neon Design Inc 
Ashland Avenue 
0, IL 60613 
773-880-5020 

"ax: 773-880-5107 
neondesign@2cc.com 


NEOZ Lighting, Inc 

PO Box 127 

Whistler, BC VON 1BO 
Canada 

Tel: 800-526-7245 

Tel: 604-938-4894 

Fax: 800-526-7245 

Fax: 604-938-1570 
neoz@whistlerweb.com 


www.neoz.com 


Ness Lighting, Inc 

111 South State Street 
Hackensack, NJ 07601 

Tel: 201-646-9522 

Fax: 201-646-1922 
isrealsimchi@nesslighting.com 
www.nesslighting.com 


Nessen Lighting 

PO Box 187 

Mamoroneck, NY 10543-1087 
Tel: 914-698-7799 

Fax: 914-698-5577 
www.nessenlighting.com 


Neutrik USA 

195 Lehigh Avenue 
Lakewood, NJ 08701-4527 
Tel: 908-901-9488 

Fax: 908-901-9608 


New Brunswick 

Lamp Shade Co. Inc 

PO Box 267 

New Brunswick, NJ 08903 
Tel: 732-545-0377 

Fax: 732-545-6993 
www.shadepros.com 


New Metal Crafts Inc 
812 North Wells 
Chicago, IL 60610 
Tel: 800-621-3907 
Fax: 312-787-8692 


New West Furniture 
2811 Big Horn Avenue 
Cody, WY 82414 

Tel: 307-587-2839 

Fax: 307-527-7409 
newwestütrib.com 
WWWw.newwest.com 


Newmark Inc 

Two Perimeter Park So. 
Suite 475 West 
Birmingham, AL 35243 
Tel: 800-533-5103 

Tel: 205-968-7200 

Fax: 205-968-7201 
cevans@nemark.com 
www.new mark. com 


Newport Thin Film Laboratory, Inc. 
4534 Carter Court 

Chino, CA 91710 

Tel: 909-591-0276 

Fax: 909-628-1418 


Newstamp Lighting Co. 
PO Box 189 

North Eastoi 
Tel: 508-238. 
Fax: 508-230-8312 


MA 02356 
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Nicor 

702 Carmony NE 
Albuquerque, NM 8710 
Tel: 800-821-6283 

x: 800-892-8395 
sales@nicorlighting,com 
www.nicorlighting.com 


Niedermaier 

2 North Paulina 
Chicago, IL 60657 

Tel: 773-528-8123 


Niermann Weeks 
232 E. 59th Street 
The Fine Arts Bldg, 
New York, NY 10022 
Tel: 212-319-7979 
Fax: 212-319-6116 


Night-Hawk Lighting Products Inc 
12927 SW 133 Court 

Miami, FL 33186 

Tel: 305-256-6900 

Fax: 305-256-0299 
mjhhawk@icanect.net 

www, icanect.net/nitehawk 


Nightlight Laser Design, Inc 
3721 SE Henry Street 
Portland, OR 97202 

Tel: 503-771-6434 

Fax: 503-775-9358 


Nightscaping By Loran Inc 
1705 East Colton Avenue 
Redlands, CA 92374 

Tel: 909-794-2121 

Fax; 909-794-7292 
wlocklin@nightscaping.com 
www. nightscaping.com 


Niland Company 
7241 Stiles Road 

El Paso, TX 79915 
Tel: 800-648-9013 
Fax: 888-779-3065 
nilandco@msn.com 


NitenDay Industries 
10570 Olympic Drive 
Dallas, TX 75220 

Tel: 214-358-3511 
Fax: 214-358-3515 
wdl@nitenday.com 
www.nitenday.com 


Nocom Inc 

105 Willowlea Road 
Carp, KOA 110 
Canada 

Tel: 613-831-8102 
Fax: 613-831-8103 


Nora Lighting 

5400 W. Jefferson Blvd, 

Los Angeles, CA 90016-3716 
Tel: 800-686-6672 

Fax: 800-500-9955 
nora@noralighting.com 
www.NoraLighting.com 


Lighting Source Directory 
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Norman Perry Lamps 
501 W. Green Drive 
High Point, NC 27260 
Tel: 919-841-5222 
Fax: 919-841-4136 


North American Pole Corp. 
(NAPCO) 

2080 Hwy. 360, Suite 300 
Grand Prairie, TX 75050 
Tel: 800-726-2726 

Tel: 817-847-1400 

Fax: 817-847-9222 


North Star Lighting Inc. 
2150 W. 16th Street 
Broadview, IL 60153 
Tel: 708-681-4330 

Fax: 708-681-4006 


Northeast Lantern, Ltd. 
16 Kingston Road «11 
Eseter, NH 03833 
Tel: 603-778-2468 
Fax: 603-778-8111 


Norton Industries Inc. 
1366 West 117th Street 
Lakewood, OH 44107 
Tel: 216-228-6650 
800-462-6650 
x: 216-228-9065 
nortoninc@ad.com 


Norwell Manufacturing Co. Inc 
82 Stevens Street, PO Box 559 
ї Taunton, MA 02718 

Tel: 800-822-2831 

Tel: 508-822-5854 

Fax: 508-823-9431 


Nova Industries Inc 
999 Montague Avenue 
San Leandro, CA 94577 
Tel: 510-357-0171 

Fax: 510-357-3832 


Nova Lighting 
PO Box 5089 
Gardena, CA 90249 


novalite@aol.com 


Nova Pole International Inc. 
#230 - 195 West 2nd Avenue 
Vancouver, BC VSY 1B8 
Canada 

Tel: 604-874-8889 

Fax: 604-874-7889 
novapole@dowco.com 
www.novapole.com 


Novitas Inc. 

5875 Green Valley Circle 
Culver City, CA 90230 
Tel: 310-568-9600 

Fax: 310-568-9697 
sales&novitas.com 
WWW.novitas.com 


Nowell's Inc. 

PO Box 295 
Sausalito, CA 94966 
Tel: 415-332-4933 
Fax: 415-332. 


NRL Ltd. 
2104 7th Street 
Nisku, AB T9E 7Y2 
Canada 

Tel; 403-955-3; 


neufeld@msn.com 


NSI Corp. 

PO Box 635 
Wilsonville, OR 97070 
Tel: 503-682-1941 

Fax: 503-682-5784 
terri@nsicorp.com 
www.nsicorp.com 


NTL Lighting Systems 
RR2 

Bre Is, ON NOG 1H0 
Canada 

Tel; 519-887-9407 

Fax: 519-887-9944 
tully@wel.on.ca 


NuArt, A Public Access 
Lighting Co. 

160 N. 400 W 

North Salt Lake, UT 84054 
Tel: 801-298-1605 

Fax; 801-298-1790 

www lighting-fixtures.com 


Nulco Lighting 

PO Box 1328 

30 Beecher Street 
Pawtucket, RI 02862-1328 
Tel; 401-728-5200 

Fax: 401-728-8210 


Nutech Lighting Corp. 
5724 2nd Avenue 
Brooklyn, NY 11220 
Tel: 718-492-7854 
Fax: 718-492-0404 


Nutone 

Madison & Red Bank Roads 
Cincinnati, OH 45227-1599 
Tel: 800-543-8687 

Fax: 513-527-5177 
www.nutone.com 


Nutron Mfg Inc 

33 Pequot Avenue 

Yew London, CT 06320 
860-442-2242 

Fax: 860-444-1240 


Nytebryte Co. 
505 Saddletree Lane 


Austin, TX 78620 


sbhahs@aol.com 
www.galaxymall.com/shops/nyte- 
bryte.html 


О 


O'Ryan Industries 

PO Box 8978 

Vancouver, WA 98686-8978 
Tel: 800-426-4311 

Tel: 360-892-0447 

Fax: 360-892-6742 


Ocean Optics, Inc 
380 Main Street 
Dunedin, FL 34698-5314 


Info@Oces Optics com 
www.OceanOptics.com 


Ocenco Inc 

10225 82nd Avenue 
SES WI 53142 
Tel: 4 


47-9000 
p 4-947-9020 
31@compuserve.com 
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Old California Lantern Со. 
975 N. Enterprise Street 
Orange, CA 92867 

Tel: 800-577-6679 

Fax: 714-771-5714 
www.oldcalifornia.com 


Olesen 

1535 Ivar Avenue 
Hollywood, CA 90028 
Tel: 00-821-1656 

Tel: 213-461-4631 

Fax: 213-464-0444 


Olflex Wire & Cable, Inc. 
30 Plymouth Street 
‘airfield, NJ 07004-1697 
Tel: 800-774-FLEX (3539) 
Fax: 201-575-7178 
www.olflex.com 


Omega Lighting / Thomas Lighting 
6430 East Slauson Avenue 

Los Angeles, CA 90040 

Tel: 323-726-1800 


thomasltg@aol.com 
www.thomaslighting.com 


Optasy Light Works, Inc 

P.O. Box 195749 

Winter Springs, FL 32719-5749 
Tel: 407-695-7524 

Fax: 407-695. 
rnwilliams&opt 


lasy.com 
Opti-Forms, Inc. 

42310 Winchester Road 
Temecula, CA 92590 
Tel: 909-676-4724 

Fax: 909-676-1178 
info@opti-forms.com 
www.opti-forms.com 


Optikinetics Limited - 
The Americas 
10387 Dow-Gil Road 


Fax: 800-678-4 
optius@optikinetics.com 
www.optikinetics.com 


The Optikon Corp. Ltd 
1099 Guelph Street 
Kitchener, ON N2B 2E4 
Canada 

Tel: 519-745-4115 

Fax: 519-745-6922 
sales&optikon.ca 
www.optikon.ca 


Optilight, Inc 

3 Wolverton Road 
Ashbury, NJ 08802 

Tel: 800-967-9979 

Tel: 908-479-1902 

Fax: 908-479-1989 
http://optilight.com/opti 


Optronics, Inc. 

350 North Wheeler Street 
Fort Gibson, OK 74434 

Tel: 918-683-9514 

Fax: 918-683-9517 
optronics(2mail.webtekc.om 
www. webtek.com/optronics 


Orbit North America Ltd. 
69 Yorkville Avenue 
Suite 206 

Toronto, ON M5R 1B8 
Canada 

Tel: 416-925-1490 

Fax; 416-925-1523 
lights@orbitlight.com 
www.orbitlight.com 


ORC Lighting Products 
1300 Optical Drive 
Azusa, CA 91702 

Tel: 626-815-3100 

Fax: 626-815-3074 
orclight@aol,com 
www.orclight.com 


Orgatech Omegalux 

5340 Valhalla Drive 
Burbank, CA 91505 

Tel: 818-841-7896 

Fax: 818-841-8910 
OOLighting@aol.com 

www. orgatechomegalux.com 


The Original Cast Lighting Inc. 


6120 Delmar Blvd. 
St. Louis, MO 63112-1204 
Tel: 314-863-1895 
Fax: 314-863-3278 
tux@theOCL.com 
www.theOCL.com 

See our ad on page 6. 


Onek Lighting 

PO Box 46564 

Los Angeles, CA 90046 
Tel: 310-202-4200 

Fax: 310-202-4202 
mseta@aol.com 
www.orteklighting.com 


OSRAM 
SYLVANIA 


Osram Sylvania Inc 

100 Endicott Street 

Danvers, MA 01923 

Tel: 800-LIGHT BULB 

Tel: 978-777-1900 

Fax: 978-750-2152 

hibbert3@osi.sylvania.com 

www, sylvania.com 

Osram Sylvania manufacturers 

and markets a wide range of 

incandescent, halogen, fluores- 

cent, compact fluorescent and 

€ -intensity discharge lamps 
and ballasts. Extensive R&D and 

engineering capabilities lead to 

the development of innovative 

new products, such as the indus- 

try's most complete line of TCLP- 

passing lamps. Osram Sylvania is 

the North American business of 

Osram GmbH of Germany. 


Osram Sylvania Ltd. (Canada) 
2001 Drew Road 
ga, ON L5S 154 


Tel: 800-263-2852 
Tel: 905-671-5591 
Fax: 800-667-6772 
Fax: 905-673-1413 


Oxford Industries, Inc. 
Building C, Suite 103 

625 Ridge Pike 
Conshohocken, PA 19428-1180 
Tel: 610-832-1490 

Fax: 610-832-1494 


P 


P&K Pole Products, Inc. 
84 Foundry Street 
Newark, NJ 07105 

Tel: 973-589-1500 

Fax: 973-589-8970 
pkpole@earthlink.net 
www.pkpole.com 


Pacific Ballast/ 

McWong International, Inc. 
3680 Industrial Blvd., Suite 100 
West Sacramento, CA 95691 
Tel: 916-371-8080 

Fax: 916-371-6666 
mcwong@cwnel.com 


Pacific Lighting Co, 

50 Viceroy Road Unit 15 
Concord, ON L4K 374 
Canada 

Tel: 416-784-0931 

Fax: 416-784-0888 


Pacific Resources International, LLC 
8701 Mallard Creek Road 
Charlotte, NC 28262 

Tel: 704-594-9993 

Fax: 704-594-9663 
dkb@light.link.com 

www light.link.com 
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Pacific Science & Technology, Inc. 
64 NW Franklin Avenue 

Bend, OR 97701 

Tel: 541-388-4774 

Fax: 541-385-9333 


Page Lighting Chandeliers Inc. 
12-07 44th Avenue 

Long Island City, NY 11101 
Tel: 718-361-2376 

Fax; 718-786-9304 


Palmer Hargrave Lamps 
3441 Galaxy Place 
Oxnard, CA 93030 
Tel: 805-983-6737 
Fax: 805-983-4308 


Pam Morris Exciting Lighting 
14 East Sir Francis Drake Blvd. 
pur, CA 94939 

Tel: 415-925-0840 

Fax: 415-925-1305 


Pana Ray Lighting 
352 S. Broadway 
Yonkers, NY 10705 
Tel: 914-423-8889 
Fax: 914-423-1345 


Panasonic Lighting 

One Panasonic Way 
Secaucus, NJ 07094 

Tel: 201-271-3412 

Fax: 800-553-0384 
www.panasonic.com/lighting 


Paraflex Industries 
PO Box 920 

Beacon, NY 12508 
‘Tel: 914-831-9000 
: 914-831-9216 


F: 


Paragon Electric Co. Inc. 
PO Box 28 

Two Rivers, WI 54241 

Tel: 920-793-1161 

Fax: 920-793-3736 
bobr@parogonelectric.com 
www. parogonelectric.com 


Paramount Industries, Inc. 

P.O. Box 259 

Croswell, MI 48422 

Tel: 800-521-5405 

Fax: 800-852-7154 
piisales@paramount-lighting.com 
www. paramount-lighting.com 
Paramount Industries, Inc. is a 
progressive lighting manufacturer 
with over 50 years of experience 
engineering and manufacturing 
some of the highest quality light- 
ing fixtures available. Everything 
from stringent hazardous loca- 
tions to the demanding needs of 
the architectural designs of today. 
Be sure to think Paramount when 
you have a need. 


Pass and Seymour/Legrand 
PO Box 4822 

Syracuse, NY 13221 

Tel: 800-223-4185 (tech) 
Tel: 800-223-4162 (cust sve) 
Fax: 800-223-4196 


Pathway Lighting Products Inc. 
175-5 Elm Street 

Old Saybrook, CT 06475-0591 
Tel: 800-388-6881 

Fax: 860-388-5766 
jcoan@snet.net 
www.pathwaylighting.com 


Patterns Со. 

6960 Sedan Avenue 
West Hills, CA 91307 
Tel; 818-348-7221 
Tel: 818-999-2648 
Fax: 818-999-2648 


Paul Sahlin Tiffany's 
1326 Obispo Avenue 
Long Beach, CA 90804 
Tel: 562-433-3372 


Pauluhn Industries 

PO Box 1275 

Pearland, TX 77588-1275 
Tel: 13-485-4311 

Fax: 713-485-4398 


PCI Lighting Controls 

6 Greentee Drive 

S. Burlington, VT 05403 

Tel: 802-658-6445 

Fax: 802-658-6934 
sales@pcilightingcontrols,com 
www.pcilightingcontrols.com 


Pearce Lighting Mfg 
2225 Yandes Street 
Indianapolis, IN 46205 
Tel: 800-PEARCEL 
Fax: 317-924-9438 


Peerless Lighting Corporation 
PO Box 2556 

Berkeley, CA 94710-0556 
Tel: 510-845-2760 

Fax: 510-845-2776 
info@peerless-lighting.com 
www.peerless-lighting.com 


PEL-LAB Research Ltd. 
PO Box 278 

Val Caron, ON P3N 1N7 
Canada 

Tel: 705-897-5600 

Fax: 705-897-5600 


Pelican Rope Works 

4001 W. Carriage Drive 

Santa Ana, CA 92704 

Tel: 800-464-7673 

Fax: 714-545-7673 
Pelicanrop@ibm.net 
www.thomasregister.com/pelican- 
rope 


Pemco Lighting Products, Inc. 
150 Pemco Way 

Wilmington, DE 19804-3535 
Tel: 302-892-9003 

Fax: 302-892-9005 
pemco@ix.netcom,com 


Penn Fabrication Inc. 
ic Avenue 
а, NJ 07004 
1: 800-491-9488 


pennind@compuserve.com 
www.penn-fabrication.com 


Penn Shadecrafters, Inc. 
701 Race Street 
Scranton, PA 18509 

Tel: 717 342 3193 

Fax: 717 342 2992 


Pennsylvania Globe Gaslight Co. 
300 Shaw Road 

North Branford, CT 06471 

Tel: 203-484-7749 

Fax: 203-484- 
Pennglobe Michelle&juno.com 
www.pennglobe.com 


Period Lighting Fixtures 
167 River Road 
Clarksburg, MA 01427 
Tel: 800-828-6900 

Fax: 413-664-0312 


Permlight Technology, LLC 
420 W. 6th Street 

Tustin, CA 92780 

Tel: 800-286-4017 

Fax: 714-508-0930 
permlight&aol.com 


Peter Mangan 

634-A Guerrero Street 
San Francisco, CA 94110 
Tel: 415-431-7060 


PFO Lighting Inc. 

11218 NE 66th Street 

Bldg. B, Suite 4 

Vancouver, WA 98662 

Tel: 800-577-9690 

Tel: 360-883-5231 

Fax: 360-883-5220 
pfolight@aone.com 
http://www.aone.com/~pfolight/h 
ome.html 


Philips Lighting Company 

PO Box 6800 

Somerset, NJ 08875-6800 

Tel: 800-555-0050 

Tel: 732-563-3000 

Fax: 732-563-3525 
jlt4092@ussmlt61.snads. philips.nl 
(Jim Worth) 

www lighting. philips.com/nam 


Philips Lighting Company (Canada) 
601 Milner Avenue 

Scarborough, ON M1B 1M8 
Canada 

Tel: 416-292-3000 

Fax: 416-754-6265 


Philips Manufacturing Technology 
Center 

1764 New Durham Road 

South Plainfield, NJ 07080 

Tel: 908-819-3000 

Fax: 908-819-3008 
PMTC.Marketing@US.PMTC. Philips 
сот 
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Phoebus Manufacturing 
2800 3rd Street 


Fax: 415-550-2655 


Phoenix Day Co. 

1355 Donner Avenue 
San Francsco, CA 94124 
Tel: 415- 
Fax: 415- 


Phoenix Lighting 

America Corporation (PEC Lamp ) 
PO Box 1216 

Torrance, CA 90505 

Tel: 310-378-3420 

Fax: 310-378-3236 


Phoenix Products Company Inc. 
6161 N. 64th Street 

Milwaukee, WI 53218 

Tel: 414-438-1200 

Е; 438-0213 
marketing@phoenixproducts.com 


Photo Research, Inc. 
9330 DeSoto Avenue 
Chatsworth, CA 91311 
818-341-5151 

: 818-341-7070 
www.photoresearch.com 


Photogenic Machine Co. 
525 McClurg Road 
Youngstown, OH 44512 
Tel: 800-682-7668 
Fax: 216-758-3667 


Physical Optics Corporation 
20600 Gramercy Place 
Torrance, CA 90501 

Tel: 301-320-3088 

Fax: 301-320-4667 


Pinpoint Fiberoptics Ltd. 
POB 7085 

Beverly Hills, CA 90212 
Tel: 310-276-3437 

Fax: 310-276-3475 


Pintech Industries, 
6 Landmark Drive 
Taylors, SC 29687 
Tel: 864-609-5735 
Fax: 864-609-5736 


nc. 


Pioneer Lighting 

300 Dwight Avenue 
Toronto, ON M8V 2W7 
Canada 

Tel: 416-255-0405 

Fax: 416-255-4002 


Pioneer New Media 
Technologies Inc. 

220 E. 220th Street 
Long Beach, CA 90810 
Tel: 310-952-3065 

Fax: 310-952-2990 


Plaskolite, Inc. 

PO Box 1497 
Columbus, ОН 43216 
‘Tel: 800-848-9124 

Tel: 614-294-3281 

Fax: 614-297-7287 
plaskolite@aol.com 
www.plaskolite.com 


PLC Multipoint 
3101 111th Street SW F 
Everett, WA 98204 


Pleamonn Products 

8220 McGuire Drive 
Raleigh, NC 27616-7702 

Tel: 919-875-9102 
919-875-9102 
pleamonn@mindspring.com 
www. grippy.com 


Plugs Plus Inc. 

5201 Copeland Road 
umston, SC 29697 
54-847-8600 
864-847-1800 


PMC Lighting Inc. 

1365 Wiley Road, Suite 145 
Schaumburg, IL 60173 

Tel: 847-519-0208 

Fax: 847-519-0249 


Polarized Lighting Inc 

PO Box 570565 

Tarzana, CA 91357 

Tel: 818-881-5525 

F 818-881-4496 
MyronKahn@aol.com 

www. polarizedlighting.com 


The Pole Company 

7015 Woodsman Trail #1001 
Houston, TX 77040 

Tel: 713-896-0581 

Fax: 713-896-0581 


Pompeian Manufacturing 
280 Nepperhan Avenue 
Yonkers, NY 10701 
9-2345 


Fax: 914-476-7095 


Pook Diemont & OHL, Inc. 
701 E. 132 Street 

Bronx, NY 10454 

Tel: 718-402-2677 

Fax: 718-402-2859 
pdoz@aol.com 


Pop Light 

242 Kings Hwy. Cutoff 
Fairfield, CT 06430 
Tel: 800-277-7454 

Tel; 203-335-5666 

Fax: 303-336-8153 
poplight@aol.com 
www.poplight.com 


Portfolio/Brand of Cooper Lighting 
400 Busse Road 

Elk Grove Village, IL 60007 

Tel: 770-486-4800 

Fax: 770-486-4801 
talktous@cooperlighting.com 
www.cooperlighting.com 


Poulsen Lighting Inc. 

3260 Meridian Parkway 
Ft. Lauderdale, FL 33351 
Tel: 954-349-2 
Fax: 954-349-2550 


Powco Steel Products Ltd 
100 Ellis Drive 

Barrie, ON LAM 6E7 
Canada 


x: 800-367-1449 
Fax: 705-721-1424 


Power Dynamics International Ltd. 
22-1500 Marine Drive 

North Vancouver, BC V7P 1T7 
Canada 

Tel: 604-980-6662 

F 604-980-4288 
76413.166@compuserve.com 


Power Electronics & Systems Inc. 
2281 W. 205th Street #106 
Torrance, CA 90501 

Tel: 310-618-9562 

310-618-1984 
stem@ix,netcom.com 
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Powerlite Inc. 

1800 Hymus Blvd, 
Dorval, QB H9P 2N6 
Canada 

Tel; 514-685-2270 

Fax: 514-685-2394 
sales@emergi-lite-Itd.com 


PowerLux Corporation 

2382 Camino Vida Roble, Suite C 
агіѕраа, CA 92009 
760-438-8286 

760-929. 9 

[ки же ыд com 
www.powerlux.com 


Precision Architectural Lighting Inc. 


9087 Knight Road 
Houston, TX 77054 
713-946-4343 
ax: 713-946-4441 


Precision Glass & Optics 
3600 W. Moore 

Santa Ana, CA 92704 
Tel: 714-540-0126 

Fax: 714-540-1482 


Precision Lighting 

Division of ANCOR Products, Inc. 
531 Mercantile Drive 

Cotati, CA 94931 

Tel: 800-424-9473 

Tel: 707-792-0312 

Fax: 707-795-7950 
ancor@tdl.com 

www. precisionlighting.com 


Precision Lighting Inc. 

PO Box 8507 

Gaithersburg, MD 20898-8507 
Tel: 301-670-7845 

Fax: 301-948-2879 
flexi@flexiwatt.com 

www. flexiwatt.com 


Precision Multiple Controls 

33 Greenwood Avenue 

Midland Park, NJ 07432 

Tel: 201-444-0600 

Fax: 201-445-8575 

www. precisionmulticontrols,com 


Precision Outdoor Lighting 
3832 Shipping Avenue 
Miami, FL 33146 

Tel: 305-444-9671 

Fax: 305-445-1948 
kosowsky@sprynet.com 


PREMIER. 


Premier Lighting & Production Co. 
12023 Victory Blvd. 

North Hollywood, CA 

Tel: 800-770-0884 

Tel: 818-762-0884 

Fax: 818-762-0896 
premier@premier-lighting.com 
Premier Lighting & Production 
Co. carries theatrical, studio, 
architectural, track, club and 
church lighting as well as truss- 
ing, curtains and track, plus hun- 
dreds of unique items for the 
Special Events and Entertainment 
industries, We are a licensed 
California electrical contractor 
and can provide installation. Call 
us to request a catalog. 


Presc.lite 


Prescolite Lighting 

1251 Doolittle Drive 

San Leandro, CA 94577 

Tel: 510-562-3500 

Fax: 510-577-5022 

marketing prescolite.com 

With over 50 years of lighting man- 


See our ad on pages 2-3. 


Prescolite Controls 

1251 Doolittle Drive 

San Leandro, CA 94577 
Tel: 510-562-3500 

Fax: 510-577-5022 
marketing@prescolite.com 


Prescolite Emergency 
1251 Doolittle Drive 
eandro, CA 94577 
10-562-3500 
510-577-5022 
marketing@prescolite.com 


Primelite Mfg Corp. 
407 S. Main Street 
Freeport , NY 11520 
Tel: 516-868-4411 
Fax: 516-868-4609 


Pro-Tapes & Specialties, Inc. 
100 Northfield Avenue 
Edison, NJ 08837 

Tel: 732-346-0900 

Fax: 732-346-0777 
tapesup@aol.com 

WWW. protapes.com 


Professional Sound & 
Lighting Prod. 

9241 W. Virginia Place 
Lakewood, CO 80226 
Tel: 800-828-9568 
303-986-5999 
303-986-8572 


Fax: 


Progress Lighting 


Spartanburg, SC 29304-5704 
Tel: 864-599-6000 

Fax; 864-599-6151 
progress@spartanburg.net 
www. progresslighting.com 


ProLight Inc. 

581 Ottawa Avenue 
Holland, MI 49423 
Tel: 616-396-2556 
Fax; 800-962-2689 
info@prolight.com 
www. prolight.com 


Prolume Inc. 

525 Fan Hill Road, Unit 6 
Monroe, CT 06468 

Tel; 203-268-7778 

Fax: 203-268-7855 


Prolux Drake Associates 
2941 Sunrise Hwy. 

Islip Terrace, NY 11752 
Tel: 516-227-6700 

Fax: 516-277-6887 


Prolyte Products, Inc. 
PO Box 488 
Savannah, GA 31402 
Tel: 912-964-5845 
Fax: 912-965-1687 
prol@slip.net 
prolyte.nl 


Promolux 

PO Box 40 

Shawnigan Lake, BC VOR 2W0 
Canada 

Tel: 800-519-1222 

Tel: 250-743-1222 

Fax: 250-743-1221 
gordon&mgvinc.com 
www.mgvinc.com/promolux 


Proxon Technologies 

40 Harding Blvd. W, Suite #811 
Richmond Hill, ON 1АС 955 
Tel: 905-508-6413 

Fax: 905-508-8262 


Prudential Lighting 

774 E. 21st Street 

Los Angeles, CA 90058-0736 
Tel: 213-746-0360 

Fax: 213-746-8838 


Pryor Lighting Corporation 
409 Highland Avenue 
Middletown, NY 10940 
Tel: 914-343-8108 


PSI South 

10630 Marina Drive 

Olive Branch, MS 38654-3712 
Tel: 601-895-8777 

Fax: 601-895-8796 


PSI West 

225 S. 7th Avenue 

City of Industry, CA 91746 
Tel: 626-968-9669 

Fax: 626-330-1390 


Pucci International Ltd. 
44 West 18th Street 
New York, NY 10011 
Tel: 212-633-0452 

Fax: 212-633-1058 


Purelite, Systematix Inc 
P.O. Box 1056 

Gulf Breezi 
Tel: 800-366- 
Fax: 904-434-3158 
purelite@sprintmail.com 
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Q-Tran, Inc, 

114-B Washington Street 
South Norwalk, CT 06854 
Tel: 203-866-8111 

Fax: 203-866-8823 


QSP Optical Technology, Inc. 
1712-F Newport Cir. 

Santa Ana, CA 92705 

Tel 557-2299 

Fax: 714-557-2170 
info&qsptech 
www.qsptech.com 


Quadrotech 

47 St. James Place 
Piedmont, CA 94611 
Tel: 510-482-1727 
Fax: 510-482-0843 


Qualite Sports Lighting, Inc 
250 Industrial Drive 
Hillsdale, MI 49242 


Quality Lighting 

PO Box 1389 

Franklin Park, IL 60131-8389 
Tel; 847-451-0040 

Fax: 847-451-6768 
quality@mcs.com 
www.qualitylighting.com 


Quantum Instruments Inc. 
1075 Stewart Avenue 
Garden City, NY 11530 
611 

)569 
QuantRep@aol.com 
www.qtm.com 


Quoizel Inc 

590 Old Willets Path 
Hauppauge, NY 11788 
Tel: 516-273-2700 

Fax: 516-231-7102 
tonip@quoizel.com 


Quorum International 

PO Box 161098 

Fort Worth, TX 76161-1098 
Tel: 800-443-4626 

Fax: 800-934-8176 
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R. P. Roloff & Associates, Inc 
3530 Leo Lane 

Racine, WI 53406 

Tel: 414-886-1003 

Fax: 414-886-1003 
rprinc@wi.net 


RAB Electric Mfg. Со. Inc 
170 Ludlow Avenue 
Northvale, NJ 07647 

Tel: 201-784-8600 

F 201-784-0077 
tad@rabl.com 
www.rabweb.com 


Racine Metal-Fab Ltd. 
2137 Roosevelt Avenue 
Racine, WI 53406 

Tel: 800-798-6193 

Tel: 414-554-1140 

F. 800-798-6190 

Fax: 414-554-1266 
rmf@execpc.com 


Radiant Lamp Co. 

200 Franklin Square Drive 
Somerset, NJ 08875 

Tel: 800-248-6900 

Fax: 800-248-6935 
JLT4445@ussmit61.snads. philips.n! 


Radionic Industries Inc 

W. Diversey Avenue 
Chicago, IL 60635 

Tel: 773-804-0100 

Fax: 773-804-0180 
sales@RadionicHiTech.com 
www. RadionicHiTech.com 


Rambusch Lighting 

28 West 25th Street, 7th Floor 
New York, NY 10010-2705 
Tel: 212-675-0400 

Fax: 212-620-4687 


Raylux, Inc 

PO Box 619 

Nanuet, NY 10954-0619 
Tel: 914-623-3471 

Fax; 914-623-1861 
raylux@juno.com 


Raztech Lighting 
3549 East Reichert 
Crete, IL 60417 
Tel: 708-672-0808 
Fax: 708-672-4323 


Re-Energy 

One Sutter Street #910 
San Francisco, CA 94104 
Tel: 415-951-0900 

Fax: 415-951-0308 
marsh@re-energy.com 


Rebelle Architectural Lighting 
11475-201 A Street 

Maple Ridge, BC V2X 0Y3 
Canada 

Tel: 604-465-5739 

Fax: 604-465-9801 
rebelle@rebellelighting.com 
www.rebellelighting.com 


Reel EFX, Inc 

5539 Riverton Avenue 
N. Hollywood, CA 91601 
Tel: 818-762-1710 

F 818-71 734 
joeld@reelefx.com 
www.reelefx.com 


Reflect-A-Light Inc 
Route 6 

Box 800 Hwy. 17 North 
Palatka, FL 32177 

Tel: 800-537-1629 

Fax: 904-328-1580 
RALight@gbso.net 
www reflect-a-light.com 


Reflectronomics 

1100 West Indiana Avenue 
Philadelphia, PA 19133 
Tel: 215-228-3830 

Fax: 800-220-2206 
www.powerbay.com 


Regent Lighting Corporation 
2611 LaVista Drive 
Burlington, NC 27215 

Tel: 336-226-2411 

Fax: 336-222-5157 
rices@regentlighting.com 
regentlighting.com 


Reinhold Industries 

12827 E. Imperial Highway 
Santa Fe Springs, CA 90670 
Tel: 562-944-3281 

Fax: 562-944-7238 


Rejuvenation Lamp & Fixture Co. 
2550 NW Nicolai Street 

Portland, OR 97210 

Tel: 888-343-8548 

Tel: 503-231-1900 


info@rejuvenation.com 
www.rejuvenation.com 


Reliable Ballast, Inc. 
11660 Western Avenue 
Stanton, CA 90680-3441 
Tel: 714-901-3900 

Fa 14-901-0026 


Reliance Lamp Company 
125 Laser Court 
Hauppauge, NY 11788 
800-446-2092 

Tel: 516-434-1120 

Fax: 516-434-1172 
reliancelamp@pop.net 
www reliancelamp.com 


Remcraft Lighting Products 
12870 NW 45th Avenue 
Miami, FL 33054 

Tel: 800-327-6585 

Fax: 305-687-5069 


Remington Lamp 
5000 Paschall Avenue 
Philadelphia, PA 19143 
Tel: 215-729-2600 
Fax: 215-729-8077 


Remote Source Lighting 
International, Inc. 

32941 Calle Perfecto 

San Juan Capistrano, CA 92675 
Tel: 949-248-0141 

Fax: 949-248-0142 
tobybaran@remotesource.com 
Www.remotesource.com 


Renoma Lighting 
14646 Keswick Street 
Van Nuys, CA 91405 
Tel: 818-782-2427 


Fax: 818-782-7498 


Renova 

20 Thurber Blvd. 
Smithfield, RI 02917 
Tel: 800-635-6682 


info@renova,com 
www.renova.com 


Resolute, Manifesto Corp, 
1013 Stewart Street 

Seattle, WA 98101 
Tel: 206-343-9323 
206-343-9322 
resolute@manifestocorp.com 


Restoration Arts 

1932 NW Miami Court 
Miami, FL 33136 

Tel: 305- 2 
Fax: 305-576-3758 


Retrolite Corporation of America 
320 Jacksonville Road 

Hatboro, PA 19040 

Tel: 215-443-9370 

Fax: 215-675-9004 
retrolite@juno.com 


Richard D Scofield Historic Lighting 
One West Main Street 

Chester, CT 06412 

Tel: 860-526-1800 


Rip-Tie Inc. 

PO Box 77394 

San Francisco, CA 94107 
Tel: 800-348-7600 
415-543-0170 
415-777-9868 


RLR Industries Inc. 

160 Adams Blvd. 
Farmingdale, NY 11735 
Tel: 516-752-8855 

Fax: 516-293-2239 


RLS Lighting, Inc. 
2160 SW 58th Way 
Hollywood, FL 33023 
Tel: 954-983-4340 
Fax: 954-983-3691 


RMF Products, Inc. 
PO Box 520 

1275 Paramount Pkwy 
Batavia, IL 60510 

Tel: 708-879-0020 

: 708-879-6749 


Robern 

7 Wood Avenue 
Bristol, PA 19007 
Tel: 
Fa 
www.robern.com 


Roberts Step-Lite Systems 
8413 Mantle Avenue 


Robertson Worldwide 

13611 Thornton Road 

Blue Island, IL 60406 

Tel: 800-323-5633 

708-388-2315 

Fax: 708-388-2420 

www. robertsontransformer.com 


Robinson Iron 

PO Box 1119 

Alexander City, AL 35011-1119 
Tel: 800-824-2157 
256-329-8486 

60-329-890 

www, robinson-iron.com 


The Rockbestos Co. 

PO Box 1102 

20 Bradley Park Road 

East Granby, CT 06026-1102 


Rockwell Laser Industries 
7754 Camargo Road 
Cincinnati, OH 45243 
Tel; 513-271-1568 

Fax; 513-271-1598 
BillErle@aol.com 

www tli.com 


Rogue Visual Concepts 
936 North 103rd 
Seattle, WA 98133 

Tel: 200-784-0647 

Fax: 206-784-0647 
Rogue5@gnn.com 


Rohm and Haas Co. 

100 Independence Mall West 
Philadelphia, PA 19106 

"Tel: 
Fax: 215-592-2218 
www.rohmhaas.com 


i n 


The Fountian Experts! 


Roman Fountains Corporation 
PO Drawer 10190 

Albuquerque, NM 87184 

Tel: 505-343-8082 

Fax: 505-343-8086 
info@romanfountains.com 
www.romanfountains.com 
Roman Fountains Corporation 
offers a comprehensive line of 
low-voltage and line-voltage UL- 
listed submersible lighting fix- 
tures for use in decorative archi- 
tectural fountains and water dis- 
play systems. A complete line of 
accessories, including sub- 
mersible junction boxes, re-enter- 
able potting compound, water- 
tight cord strain relief fittings 
and brass conduit waterstop fit- 
tings is also available. 


Rosco/E 
2181 N 


ainment Technology 
ont Avenue 


info@etips.com 
www.rosco-et.com 


Roseart Lampshades Inc 
3535 NW 19th Street 

Fort Lauderdale, FL 33311 
: 800-52 12 
954-484-0676 


Fa 


Roxter Lighting 

10-11 40th Avenue 

Long Island City, NY 11101 

: 718-392-5060 
718-392-9811 


Royal Metal Products Inc. 
West Road 

Surprise, NY 12176 

Tel: 518-966-4442 

Fax: 518-966-5148 


Ruth Vitow, Inc. 
155 East 56th 
New York, NY 10022 


Ruth Vitow Inc. 

155 East 56th Street 
New York, NY 10021 
Tel: 212-355-6881 
Fax: 212-355-0616 


RUUD 


LIGHTING 


Ruud Lighting 

9201 hington Avenue 

Racine, WI 53406-3772 

Tel: 800-236-7000 

Tel: 414-886-1900 

Fax: 414-886-2779 

www. ruudlighting.com 

Ruud Lighting is a manufacturer 
and worldwide direct marketer of 
industrial, commercial and resi- 
dential fixtures. In addition to 
HID, incandescent and fluoores- 
cent products, the company’s lat- 
est introduction features a com- 
plete line of luminaires that 
include the Uni-Form Pulse Start 


Lighting Technologies company. 
See our ad on page 5. 


Ryther-Purdy 

174 Elm Street, POB 622 
Old Saybrook, CT 06475 
Tel: 860-388-4405 

Fax: 860-388-9401 


S 


S.G.F. Associates Inc. 

317 Madison Avenue, 9th Floor 
New York, NY 10017 

Tel: 212-590-5050 
212-590-5060 
sales@key-opra.com 


Samsung America Inc. 
105 Challenger Road 
Ridgefield Park, NJ 07660 
Tel: 201-229-5000 

Fax: 201-229-5086 


Sanor Lighting Co. 
20416 - 20 Corisco 
Chatsworth, CA 91311 
Tel: 818-775-0097 
Fax: 818-775-0099 


Satco Products Inc. 
110 Heartland Blvd. 
Brentwood, NJ 11717 
Tel: 800-437-2826 
Tel: 516-243-2022 
Fax: 516-243-2027 
email&satco.com 


Savoie Lighting, Inc. 

988 Champlain Street, Suite A 
Dieppe, NB E1A 1P8 

Canada 

06-383-6160 
506-858-1517 


Sax Patterson 

235 Camino de la Merced 
Taos, NM 87571 

Tel: 505-758-9513 

Fax: 505-758-4336 


Saxe Lampshade Inc. 

325 N. 13th Street, 7th Floor 
Philadelphia, PA 19107 

Tel: 215-627-8328 

Tel: 215-627-8329 

Fax: 215-627-2180 


Scangift Ltd. 
821 Tecumseh 


Pointe ге, ОВ НОК 4X8 
Canada 
Tel: 541-421-0064 


Fax: 541-683-0522 
scangift@hotmail.com 


Scenic Technologies 
335 Temple Hill Road 
New Windsor, NY 11717 


Schonbek Worldwide Lighting Inc, 
61 Industrial Blvd. 

Plattsburgh, NY 12901-1908 

Tel: 800-836-1892 

18-563-7500 

518-563-4228 
sales@schonbek.com 
www.schonbek.com 


Schott - CML Fiberopties, LLC 
45 Bartlett Street 
Marlborough, MA 01752 

Tel: 800-445-7016 

Fax; 508-229-8323 
hughesr@lightguide.com 
www lightguide.com 


Schott Corp. 

3 Odell Plaza 
Yonkers, NY 10701 
Tel: 914-968-1400 
Fax: 914-968-8585 


Science Faction Corp. 
333 W. 52nd Street 
New York, NY 10019 
Tel; 212-586-1911 
Fax: 212-265-9786 


Scientific Lighting Products 
11800 Adie Road 

Maryland Heights, MO 63043 
Tel: 800-248-0224 

: 314-997-2408 


ighting.com 
www.scientific-lighting.com 


Scott Architectural Lighting 
1960 Olivera Road 
Concord, CA 94520 

Tel: 510-689-6335 

Fax: 510-689-0120 


Scott Lamp Co. Inc. 
1960 Olivera Road 
Concord, CA 94520 
Tel: 510-689-6335 
Fax: 510-639-0120 


Sculptor's Gallery 

1250 Barrett Lake Road #15 
Dulzura, CA 91917 

Tel: 619-468-9315 

Fax: 619-468-9315 


Sea Gull Lighting 
PO Box 329 


08075 


609-764-0500 
Fax: 800-877-4855 
Fax: 609-764-0813 
info@seagulllighting.com 
www.seagulllighting.com 


Seascape 

PO Box 810 
Freedom, CA 95019 
Tel: 408-728-5699 
408-728-0658 


Sepco 
S. Grand Suite G 
a, CA 92705 


Security Lighting Systems Inc. 
3477 W. Touhy Avenue 
Lincolnwood, IL 60645 


Tel: 800-544-4848 


Jspadarojr&aol.com 


See Factor Industry 

37-11 30th Street 

Long Island City, NY 11101 
Tel: 718-784-4200 

Fax: 718-784-0617 
RLSOrion@worldnet.att.net 


SEG Lighting 

2025 Parthenais 
Montreal, QB H2K 3T2 
Canada 


mushers@vir.com 


Self-Powered Lighting 

169 Western Hwy 

West Nyack, NY 10994-2640 
Tel: 914- 
Fax: 914-592-8435 


se'lux 


LIGHT. IDEAS. SYSTEMS 


Selux USA Corporation 

PO Box 1060, 3 Lumen Lane 
Highland, NY 12528 

Tel: 800-735-8927 

Tel: 914-691-7723 

Fax: 914-691-6749 
seluxus@selux.com 
www,selux.com 


Tel: 403-274-3345 
Fax: 403-274-3356 


Sensor Switch Inc. 

900 Northrop Road 

Wallingford, CT 06492 

2842 
3-269-9621 

ssisensors@aol.com 

www.sensorswitch.com 


Sentinel Lighting 

3653 Sierra Pine Avenue 
Los Angeles, CA 90023 
Tel: 800-421-6196 

Fax: 213-265-1929 


Sentry Electric Corp. 
185 Buffalo Avenue 
Freeport, NY 11520 
Tel: 516-379-4660 

Fax: 516-378-0624 
info&sentrylighting.com 
www.sentrylighting.com 


SF Designs, LLC 

487 Tamassee Knob Road 
Tamassee, SC 29686 

Tel: 864-944-5755 
Fax: 864-944-5756 
sf-designs@x-net.net 
x-net.net/sf-designs 


Shady Lady 

1350 14th Avenue, Suite 14 
Grafton, WI 53024 

Tel: 800-343-1954 

Tel: 414-377-6848 

Fax: 414-377-7190 


Shakespeare 

P.O, Box 733 
Newberry, 29108 
Tel: 803-276-5504 
Fax: 803-276-8940 


Shannon Luminous Materials Inc. 
304 A N Townsend Street 

Santa Ana, CA 92703-3534 

Tel: 714-550-9931 

Fax: 714-550-9938 


Shaper Lighting 

1141 Marina Way South 
Richmond, CA 94804 

Tel: 510-234-2370 

Fax: 510-234-2371 

www. light-link.com/shaper 
Shaper Lighting fixtures are dis- 
tinguished by their architectural 
character. We focus on simplicity 
of style and balanced proportions 
rather than ornamentation or 
trends. Our objective is to offer 
timeless elements and practical 
many architectural styles. Shaper 
fixtures are made-to-order of the 
highest quality materials and com- 
ponents by skilled craftspeople. 


ShiftWork Systems, Inc. 
One Kendall Square, 
Bldg. 200, 4th Floor 
Cambridge, MA 02139 
Tel: 617-374-9340 

Fax: 617-374-9210 
shiftwork@ziplink.net 


Shogyo Interational Corp. 
45 Executive Drive 
Plainview, NY 11803 

Tel: 516-349-5200 

Fax: 516-349- 


Showlasers, Inc 

2474 Manana, Suite 109 
Dallas, TX 75220-1925 
Tel: 214-350-8517 

Fax: 214-35( 


2326 


Showmen Supplies, Inc 
904 E. 21st 

La Porte, IN 46350 

Tel: 800-334-9630 

Tel: 219-362-5286 

Fax: 219-324-9630 


Siebe Environmental Controls 
PO Box 2940 

Loves Park, IL 61132-2940 
Tel: 815-637-3000 


Siemens Corporation USA 
1301 Avenue of the Americas 
New York, NY 10019-6022 


Silica Vacuum Products 
113 Leventis Drive 
Columbia, SC 29209 
Tel: 803-783-1165 

Fax: 803-783-6873 


Silk-O-Lite 

333 Sylvan Avenue 
Englewood Cliffs, NJ 07632 
Tel; 201-816-8080 

Fax: 201-871-2130 
silkolite@aol.com 

www. silk-o-lite.com 


Siltron Emergency Systems 
301 Doubleday Avenue 
Ontario, CA 91761 

Tel: 800-874-3392 

Fax: 909-390-3818 


Simkar Corporation 
601 E. Cayuga Street 
Philadelphia, PA 19120-4691 
Tel: 800- 


Fax: 800-533-7265 
Fax: 215-831-7703 
lighting@simkar.com 
www.simkar.com 


Simpson Weld Works, Inc 

6609 Denver Industrial Park Drive 
Denver, CO 28037 

Tel: 704-483-1691 

Fax: 704-483-1619 


Sinclair С 
105 N. Wabas! 
Hartford 
Tel: 317 E 
ax: 317-770-7399 

amair&nerusal.net 

www. sinclairglass.com 


Sine Systems, 

Pyle Connectors Corp. 

650 W. Grand Avenue, Suite 304 
Elmhurst, IL 60126 

1 630-832-4600 

ах: 630-782-0700 


Sirmos Inc. 

30-00 47th Avenue 

Long Island City, NY 11101-3146 
Tel: 718-786-5920 

Fax: 718-482-9402 
igor@simos.com 
WWw.sirmos.com 


Sistemalux 
76 Fabre 


Montreal, QB H2J 3W5 


Fax: 514-525-6107 


SkandaLights 

1247 Norwood Avenue 
Itasca, IL 60143 

Tel: 800-468-1488 

Tel: 630-285-9880 

Fax: 630-285-9670 
dslgroup@wwa.com 
www.dslgroup.com 


Skjonberg Controls 
1363 Donlon Street #6 
Ventura, 93003 
Tel: 805-650-0877 

Fax: 805-650-0360 


SLI Lighting 

1770 Commerce Park Drive 
El Paso, TX 79912 

Tel: 800-533-7290 

ах: 800-922-3412 
lightman@sli-lighting.com 
www. powerlighting.com 


SLS laser Sysems 

7905 Browning Road, Suite 210 
Pennsauken, NJ 08109 

Tel: 609-665-3077 
Fax: 609-665-1577 


Smith Victor Corp. 
Colfax Street 


el: 219-924-6136 
Fax: 219-924-7356 
SmithVictor&compuserve.com 


So-Luminaire Daylighting 
Systems Corp. 

444 Quay Avenue «6 
Los Angeles, CA 90744 
Tel: 310-952-8990 

Fax: 310-952-0428 


Soft Lighi 
1840 - 130th Avenue NE, Suite 15 
WA 98005-2228 

9-SOFT 


Bellevu 
Tel: § 


Tel: 425-556-517: 


Fax: 425-556-9351 
del@soflite.com 


www. serv.net/soft 


Sol-R-Veil Ine 
135 E. 144th St 
Bronx, NY 104 


Tel: 718-665 


Fax: 718-665-9 


solrveil@spac 
www.cerebel.com/sol-r-veil 
Solar Electric Power 
(SEPCO) 

7984 SW Jack James Drive 


Company 


www.sepco-solarlighting.com 
Solar Outdoor Lig Inc 
3131 SE Waaler Street 
Stuart, FL 34997 

Tel: 561-286-9461 


286-9616 


ibe Inter 


Avenida Ë 


Carlsbad, CA 92008 mue 


Tel: 630-894-0220 


Rose! 


Fax: 800-9 


Fax: 630-894-0289 


17845 


Sonoma, CA 9547 
Tel: 707-996-6906 


Fax -996-692 


www.sonom: 


ighting.com 


Sounc e Inc 
110A S; 


Toronto, ON М 


800-461-077 
Special ЕХ 


rve.cor PO Box 17 


ane 


›х 1680 


Shelby, NC 28151-1680 


11€ 


Tel: 704-482- 
F 04-484-018 


Spectra Gases Inc 


277 Coit Street 


www.spec 


Spectra-Physics Lasers Inc 
PO Box 
T 


7013 
ra Bella 

Mc 1 View, CA 94039-7013 
Tel: 800-SPL-LASER 


Fax: 415-964 


13; 


584 


sales@aplasers.com 


www.spalsers.com 


Spectracom Technologies Corp. 


7377 Doubletree Ranch Road 
Suite 270 

Sec le, AZ 85258 

Tel: 800-WELL-LIT 


143-4703 


Еах: 602 


www.spectranomics.com/spec 


Spectronics Corp. 
956 Brush Hollow Road 
Westbury, NY 11590 


Tel: 800-2 
Fax: 516-3 


Meet Your New Lighting Library 


The sponsors of the Quality Lighting Campaign bring you the lighting Design Forum ot 


www.qualitylight.com, an on-line library of articles, links and resources. You'll find projects, arti- 


cles on technique and technology, links to other organizations, publications 


and many other resources. The Lighting Design Forum is linked to inter.Light at 


www. lightsearch.com, the on-line lighting product search engine. 


а | lighting design forum 
— | 


www.qualitylight.com 


The Lighting Design Forum is 

1g Design Lab, Ni 
Columbia Lighting, GE lighting 
Industries and Wide-Lite 


Energ 
JJI lig 


Architectural Lighting Magazine 
Alli 


1g Group, 


inter Light, ће IALL 
пап! 


tesearch Сеп 
їсїепсу 


1999 


ctric Corporatior Sterling Products 


170 le Road 90 Dayton Avenue, Bldg. #7 
Cleveland, OH 44112 7 Passaic, NJ 07055 
Tel: 216-851-330( Tel: 800-296-EXIT (3948) Tel: 973-471-2858 
Fax: 216-851-0300 Fax: 973-471-2454 
www.zipynet.com 
SPI Ligh 
PC x Sternberg Vintage Lighting 
M n, WI 53092 Spring I Star Products Dis г 7401 N. Oak Park Ауепи‹ 
Te + 1 Av Niles, IL 60714-3817 
f 414-2 ) 47-588-340€ 
213-72 847-58 D 
A 
‹ A 2 In 
[el 303 AR Eden Prairie, MN 55344 
r, $ Tel: 612-906-7300 
paul@spjlight Tel: 864-84 ( Fax: 612-906-7338 
www. spilighting.com Fax: 64-848-3746 Fax: 201-65¢ 
fo@starfireli The Stiffel Co. 
splendor Lighting Corporatiot St. Louis Antique Lighting ‹ www. starfirel 1309 S. Morgan Avenue 
Hartog 301 N. Skinker Blv Chicago, IL 60609 


www.lightsearch.com 


Why do more lighting specifiers make inter.Lighte their first stop on the web? 


No other search tool puts over 
3400 lighting companies at your 
fingertips. 


No other search tool gives you a 
database with query options 
designed for professional specifiers. 


Nowhere else can you view products 
and order literature directly from 
search results. 


It’s free. It's fast. It’s the way the web should be! 


Also, check out the leading lighting design site at www.qualitylight.com 


Stonco Lighting 

2345 Vauxhall Road 
Union, NJ 07083-0129 
"Tel: 908-964-7000 

Fax: 908-964-1404 
www.stoncolighting.com 


Stone County Ironworks 

HC 73, Box 427, Hwy. 66 W 
Mountain View, AR 42560 
Tel: 501-269-8108 

Fax: 501-269-2431 
Www.stoneiron.com 


Stone Mather Designs 
106 Van Camp Blvd. 
Los Lunas, NM 87031 
Tel: 505-865-6967 
Fax: 505-865-6967 
SMDlight@aol.com 


Stonegate Designs Inc. 
4200 Niles Road 

St. Joseph, MI 49085-9650 
Tel: 616-429-8323 

Fax: 800-345-8334 
stonegate@qtm.net 


StoneLight Works 
PO Box 3971 

carmel, CA 93921 
108-626-2940 
Fax: 408-626-2940 


Strand Lighting, 

2430 Lucknow Drive #15 
Mississaugo, ON L5S 1V3 
anada 

: 800-387-3403 

Tel: 905-677-7130 

Fax: 905-677-6859 

www, strandlight.com 


Strand Lighting 

18111 S. Santa Fe Avenue 
Rancho Dominguez, CA 90221 
Tel: 310-637-7500 

Fax: 310-632-5519 
PRogers@strandlight.com 
www. strandlight.com 


Strong International, Inc. 


jack@strongint. com 
www.strongint.com 


Strongwell 
3621 Industrial Park Drive 


Tel: 423-986-9726 
Fax: 423-086-0585 


Studio Steel Inc 
159 New Milford Turnpike 
CT 06777 


www.studiosteel.com 


Stylmark Inc. 

PO Box 32008 
Minneapolis, MN 55432 
Tel: 800-328-2495 


Fax: 61 
info@stylmark.com 
www.stylmark.com 


Substrate Engineering 
PO Box 4312 

Davis, CA 95617 

Tel: 916-756-7312 
Fax: 916-756-7372 


Sun Dagger Design 
PO Box 4355 

Santa Fe, NM 87502 
Tel: 800-889-7109 


5-7 3.5913 
gril йн r.com 
www.sundagger.com 


Sun LED Company 
20793 E. Valley Blvd., =С 
Walnut, CA 91789 

Tel: 909-598-8266 

Fax: 909-598-4966 
sales@sun-led.com 
www.sun-led.com 


Sun Valley Lighting Inc. 
7900 bourn Avenue 
Sun Valley, CA 91352 
Tel: 818-767-3031 

Fax: 818-767-4631 


Sunnex Inc. 
3 Huron Drive 
Natick, MA 01760-1314 


sunnex@sunnex.com 
www.sunnex.com 


The SunPipe Co. 

PO Box 2223 
Northbrook, IL 60065 
Tel; 847-272-6977 

: 847-272-6972 
.sunpipe.com 


w 


Sunrisco Industries (USA) Inc. 
PO Box 4033 

Chico, CA 95927 

Tel: 916-894-6336 

Fax: 916-894-0559 
sunrisco@aol.com 
Wwww.sunrisco.com 


Sunrise Lighting 

1440 W. Warner Road 125A 
Gilbert, AZ 85233 

Tel; 800-511-0011 

Fax; 602-497-9948 


Super Vision International, Inc. 


8210 Presidents Drive 
Orlando, FL 32809 
Tel: 407-857-9900 
Fax: 407-857-0050 
cmeyne@svision.com 
www.svision.com 


Super-X Mfg. Ltd. 
City Line & Belmont Avenues 
Bala Cynwyd, PA 19004 


Supertech, Inc. 

60 Connolly Pkwy., Bldg. 17 
Hamden, CT 06514-9998 
Tel: 203-288-3900 

Fax: 203-288-3978 
Sprich@aol.com 


Supreme Lighting 

122 East Laurel Street 
Mullins, SC 29574 

fel: 800-922-6693 

Tel: 803-464-0554 

Fax: 803-464-6135 
www.supremelighting.com 


Sur-Fin Chemical Corp. 
1530 Spence Street 
Los Angeles, CA 90023 


Tel: 21 2-8108 
Fax: 213-264-7734 


Sure-Lites/Brand of 

Cooper Lighting 

400 Busse Road 

Elk Grove Village, IL 60007 
Tel: 770-486-4800 

Fax: 770-486-4801 
talktous@cooperlighting.com 
www.cooperlighting.com 


Swarovski Lighting Parts Ltd. 
230 Fifth Avenue 

New York, NY 10001 

Tel; 212-683-6991 

Fax: 212-481-3960 


Swiss Tool Corporation 
100 Court Street 
Copiague, NY 11726 
Tel: 516-842-7766 

Fax: 516-842-7743 
swisstool@aol.com 


Swivelier 

PO Box 619 

Nanuet, NY 10954-0619 
fel: 914-623-3471 
914-623-1861 
swivelier@juno.com 


T 


Tahoe Lighting 

PO Box 4467 

Sparks, NV 8943 

Tel: 888-LIT-TAHOE 
Tel: 702-356-1980 

Fax: 702-356-9280 
pat@powernet.net 
www. tahoelighting.com 


Taos Drums 

PO Box 1916 
Taos, NM 87571 
Tel: 800-424-3786 
Fax: 505-758-9844 


Targetti USA LLC 

1513 E. Saint Gertrude Place 
Santa Ana, CA 92705 

Tel: 714-708-8765 

Fax: 714-545-9924 


TAS Lighting Systems Inc. 
10779 Satellite Blvd. 
Orlando, FL 32837-8422 
Tel: 407-857-8770 
Fax:407-857-8771 


Task Lighting Corp. 
PO Box 1090 
Kearney, NE 68848 
Tel: 800-445-6404 
Fax: 308-234-9401 
task&worldnet.att.net 
tasklighting.com 


Teccor Electronics 

1801 Hurd Drive 

Irving, TX 75038 

Tel: 214-580-1515 

Fax: 214-550-1309 
76270.3625@compuserve.com 


Tech Lighting 
1718 Fullerton 
Chicago, IL 60614 
Tel: 773-883-6110 
Fax: 773-883-6130 
tecltg@aol,com 


TechBrite 

7087 Corporate Way 
Centerville, OH 45459 
Tel: 800-246-9977 
Fax: 937-434-5590 
info@techbrite.com 
www.techbrite.com 


Techlight Mfg. 
1701 Hal Avenue 
Cleburne, TX 76031 
Tel; 817-641-6800 
Fax: 817-641-1703 
diver&htcomp.net 


Techmedia Lighting, Inc./Techlite 
7301 Orangewood Avenue 
Garden Grove, CA 92841 

Tel: 714-379-6677 

Fax: 714-379-9069 
jgee@techmedia.net 
www.techmedia.net 


Techni-Lux, Inc. 

10779 Satellite Boulevard 
Orlando, FL 32837-8422 
Tel: 407-857-8770 

Fax: 407-857-8771 
techni-lux@worldnet.att.net 


Technical Consumer Products, Inc, 
29401 Ambina Drive 

Solon, OH 44139 

Tel: 800-324-1496 

Tel: 216-765-0365 

Fax: 216-765-0366 

sales@yan.com 

www. yan.com 


TEI Electronics 

570 W. 18th Street 
Hialeah, FL 33010 
Tel: 800-327-8811 
fel: 305-888-3980 
Fax: 305-885-4950 


Tek Lighting Corp 
PO Box 1742 
Brentwood, TN 37027 
Tel: 615-370-3694 

Fax: 615-370-3380 


Tek-Tron Enterprises Inc 
1901 Carnegie Avenue #1-B 
Santa An: 92705-5504 
Tel: 714-975-1978 

Fax: 714-975-1980 


Tektronix 

13935 SW Karl Braun 
Beaverton, OR 97077 
Tel: 800-426-2200 
Fax: 503-627-5622 


Tele-Lite, Inc 

80 Lowell Street 
Rochester, NY 14605 
Tel: 800-538-0022 

Fax: 716-546-6157 
marketing@tele-lite.com 
www.tele-lite.com 


Teron Lighting Inc. (TLD 
33 Donald Drive 

irfield, OH 45014 

Tel: 513-858-6004 
513-858-6038 
TERONLTG@aol.com 


Theatre Effects, Inc 

642 Frederick Street 
Hagerstown, MD 21740 
Tel: 800-791-7646 

Fax: 301-791-7719 
service@the: 
www.theatrefx.com 


refx.com 


1792 Union Avenue 
Baltimore, MD 21740 

Tel: 410-467-1225 

Fax: 410-467-1289 
rantisdel@worldnet att.net 
Www. esta.org, homepages/tss 


Theatrical Media Services Inc 
8942 J Street 

Omaha, NE 68127 

Tel: 402-592-5522 

F 102-592-0094 
tms@radiks.net 


Theatrical Services & Supplies 
1610 9th Avenue 

NY 11716 

Tel: 516-588-9550 

Fax; 516-588-9553 


Theatrical Technicians, Inc 
2700 Connecticut Avenue, NW 
Washington, DC 20008-5308 
Tel: 202-332-4907 

Fax: 202-332-4907 


Theatre Service & Supply Corp. 


Therien Studio Workshops 
716 N. La Cienega Blvd. 
Los Angeles, CA 90069 
Tel: 310-657-4615 


Е 310-657-2819 
A cutis 7 


THHC Lighting 

1300 John Reed Court. Unit D. 
City of Industry, CA 91745 
Tel: 800-468-8442 

Tel: 626-330-8368 


www.thhclighting.com 
THHC specializes in low-voltage 
miniature Xenon lamps such as 
Festoon, Rigid Loop, Wedge Base 
and our new Xclogen JC Gá Bi- 
Pin lamps, a direct replacement 
for the halogen model, with 
many advantages: A life up to 
20,000 hours, less heat, no UV 
hazard, dimmable, no premature 
burn-out due to handling, and no 
shielding needed. 

See our ad on page 6. 


Thin-Lite Corp. 

530 Constitution Avenue 
Camarillo, CA 93012-8595 
Tel: 805-987-5021 

Fax: 805-388-0921 
thinlite&thinlite.com 
www.thinlite.com 


Thomas & Betts Corporation 
Lighting Division 

1555 Lynnfield Road 

Memphis, TN 38119 

Tel: 800-888-0211 

Tel: 901-682-8221 

Fax: 800-888-0690 


Thomas Lighting (Canada) 

189 Bullock Drive 

Markham, ON L3P 1W4 
Canada 

Tel: 905-294-9570 

Fax: 905-294-9811 
rgananat&GenlyteThomas.com 
www.thomaslighting,com 


Thomas Lighting 

Consumer Division 

950 Breckenridge Lane, Suite G50 
Louisville, KY 40207 

Tel: 800-626-2847 ext. 575 

Tel: 502-894-2400 

Fax: 502-895-6618 
www.thomaslighting.com 


Thorn Lighting 

1225 Fidus Drive #110 
Las Vegas, NV 89103 
11 702-367-3656 


Fa. 
702-367-7058 


3M Lighting 

Building 225, 4-S-08 

St. Paul, MN 55144-1000 
Tel: 800-480-1704 

Fax: 612-736-0611 


Tihara Lighting 
796 6th Avenue 27th Street 
Korner, NY 10001 


Tel: 2 


Times Square Lighting Co. 
Hold Drive Route 9W 
Stony Point, NY 10980 
Tel: 914-947-3034 

Fax: 914-947-3047 
www.tslight.com 


Timothy Rose Mobiles 
340 Industrial Center Bldg. 
Sausalito, CA 94965 

Tel: 415-332-9604 

Fax: 415-331-5041 


TIR Systems Ltd. 

3350 Bridgeway Street 
Vancouver, BC V5K 1H9 
Canada 

Tel: 800-663-2036 

Tel: 604-294-8477 

Fax: 604-294-3733 
salesmgr-adpna@tirsys.com 
www.tirsys.com 


Titan Mfg. Co. Inc 
3327 Butler Street 
S. Chicago Heights, IL 60411 
Tel: 708-756-2720 
Fax: 708-756-0039 


Tivoli Industries Inc 

1513 E. Saint Gertrude Place 
Santa Ana, CA 92705 

Tel: 800-854-3288 

Tel: 714-957-6101 

Fax; 714-957-1501 
Tivoli@Tivoliud.com 


TLS Mfg Inc 

PO Box 2247 

Woburn, MA 01888-0447 
Tel: 617-935-7999 

Fax: 617-935-8818 


TMB Associates 

2102 W. Kenmere Avenue 
Burbank, CA 91504 

Tel: 818-842-9652 

Fax: 818-842-1064 
tmb-info&tmb.com 


TMP Inc 

1701 E. Edinger Avenue F1 
Santa Ana, CA 92705 

Tel: 800-698-8028 

Fax: 714-567-2242 


Tokistar Lighting Inc 
11562 Knott Street #9 
Garden Grove, CA 92841 
Tel: 800-448-2512 

Tel: 714-379-9933 

Fax: 714-379-9449 
info&tokistar.com 


Toleeto Fasteners 

1658 Precision Park Lane 
San Ysidro, CA 92173 
Tel: 619-662-1355 

Fax: 619-662-1486 
sales&cord-lox.com 
cord-lox.com 
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Tomeat USA, Inc. 
2160 Commerce Drive 
Midland, TX 79703 
Tel: 915-694-7070 

Fax: 915-689-3805 
Wwww.tomcatusa.com 


Top Brass 

3502 Parkdale Avenue 
Baltimore, MD 21211 
Tel: 800-359-4135 


Tork 

1 Grove Street 

Mt Vernon, NY 10550 
Tel: 914-664-3542 
Fax: 914-064-5052 
torktime@aol.com 


Toroid Corp. of Maryland 
2020 Northwood Drive 
Salisbury, MD 21801-7805 
Tel: 800-274-5793 

Fax: 410-860-0302 
sales&toroid.com 
ww'w.toroid.com 


Toronto Art Lamp 

26 Logan Avenue 
Toronto, ON M4M 2M8 
Canada 

Tel: 416-461-1153 

Fax: 416-469-0636 


Топгап Inc, 

915 Pembroke Street 
Bridgeport, CT 06608 
Tel: 203-367-5188 
Fax: 203-384-8120 


Toshiba Lighting America, Inc, 
1003 Commerce Court 

Buffalo Grove, IL 60089-6900 
Tel: 847-229-8100 

Fax: 847-229-8124 


Total Fabrications, Inc 
1696 Walter Street 
Ventura, CA 93003 

Tel: 805-676-3322 

Fax: 805-676-1616. 
iancoles@totalfabs.com 
www.totalfabs.com 


TPR Enterprises Ltd. 

644 Fayette Avenue 
Mamoroneck, NY 10543 
Tel: 914-698-1141 
914-698-9419 
tpr@webspan.net 


Tracer Products 

PO Box 10324 
Westbury, NY 11590 
Tel: 800-641-1133 
Fax: 800-354-2353 
uvuv@aol,com 


Transfab Transformers Inc. 
175 Rue Jules Leger 
Boucherville, QB J4B7K8 
Canada 

Tel: 514-449-9774 

Fax: 514-449-9115 


Translite Systems 

1300 Industrial Road #22 
San Carlos, CA 94070 
Tel; 800-473-3242 

Tel: 650-637-8800 

Fax: 650-637-8929 
letmein@translite.com 
www translite.com 


‘Trend Lighting 

2601 Ohio Avenue 
St. Louis, MO 63118 
Tel: 800-325-9532 
Fax: 314-773-5741 


‘Tri Lite Inc. 

1335 W. Randolph Street 
Chicago, IL 60607 
112-226-7778 

: 312-226-5335 


Еа 


Tri-Lite Plastics Inc 

Fallsington Industrial Park, Bldg. 2 
Fallsington, PA 19054 

Te 15-736-2553 

Fax: 215-736-9346 

dkbrown! @erols 

www .triliteplastics.com 


Triarch Industries 

2051 Northeast 160th Street 
North Miami Beach, FL 33162 
Tel: 800-874-2724 

Tel: 305-945-7643 

Fax: 305-947-3812 
triarch@mail.idt.net 
www.triarchindustries.com 


Triatek, Inc. 

2976 Pacific Drive 
Norcross, GA 30071 
Tel: 770-242-1922 
Fax: 770-242-1944 
sales@triatek.com 
www.triatek.com 


"Triboro Electric Corp. 

260 North Broad Street 
Doylestown, PA 18901-3426 
Tel: 215-345-6000 

Fax: 215-443-7697 


TrimbleHouse Corp. 

US Gaslight Co. 

4658 S. Old Peachtree Road 
Norcross, GA 30071 

Tel; 800-241-4317 

Tel: 770-448-1972 

Fax: 770-447-9250 


"Triple R Illuminates 

4121 Babcock Road 
Lexington, MI 48450-9325 
Tel: 810-359-2978 

Fax: 810-359-8302 


Tritek Lighting, Inc. 

5000 N. Parkway Calabasas 
Suite 304 

Calabasas, CA 91302 

Tel: 818-222-9168 

Fax: 818-225-7168 
tritek@ix.netcom.com 


TriVar, Inc. 

7625 Kimbel, Unit 22 
Mississauga, ON L5S 1A9 
Canada 

Tel: 905-671-1744 

Fax: 905-671-8709 


Trojan Inc. 

PO Box 850 

198 Trojan Street 

Mt Sterling, KY 40353-0850 
Tel: 800-264-0526 

Tel: 606-498-0526 

Fax: 606-498-0528 
sales@rrojaninc.com 
www.trojaninc.com 


Troy Lighting 

14625 East Clark Avenue 
City of Industry, CA 91745 
Tel: 626-336-4511 

Fax: 626-330-4266 
‘Troylight@aol.com 

www .troylighting.com 


Trulite Louvre Corp. 

148 Sweet Hollow Road 
Old Bethpage, NY 11804 
Tel: 516-756-1850 

Fax: 516-756-1856 


Two Hills Studio, Inc. 
2706 S. Lamar Blvd. 
Austin, TX 78704 
Tel: 800-239-5530 
Tel: 512-707-7571 
Fax: 512-707-7524 


2thousand Degrees 
833 South 19th Street 
Richmond, CA 94804 
Tel: 510-234-6886 
Fax: 510-234-7086 


U 


US. Architectural Lighting 
7900 Clybourn Avenue 
Sun Valley, CA 91352 

Tel: 818-767-3031 

Fax: 818-767-4631 


U.S. Way Lighting Equipment 
1425 Louis Avenue 

Elk Grove, IL 60007 

Tel: 847-952-0740 

Fax: 847-632-0945 
USWayLight@aol.com 


Ulla Darni Inc. 
Route 23, Box 65 
Acra, NY 12405 
Tel: 518-622-3566 
Fax: 518-622-8425 


Ultralights Architectural Lighting, 
Inc. 

1936 East 18th Street 

Tucson, AZ 85750 

Tel: 520-623-9829 

Fax: 520-623-0081 


Ultratec Fibre Optic Corp. 
111-8838 Heather Street 
Vancouver, BC V6P 358 
Canada 

Tel: 604-439-9798 

Fax: 604-439-9772 


Unenco Services Inc. 
1350 S. Loop Road, *104 
Alameda, CA 94502 

Tel: 800-227-0452 

Fax: 510-337-1100 
sales&unenco.com 
www.unenco.com 


Uni Par Lighting Corp. 
905 Tyree Road 
Paducah, KY 42003 
Tel: 502-898-8962 

Fax: 502-898-8932 
www.unipar.com 


Unidim c/o SLS Industries Inc. 
7223 Parkway Drive Suite 103 
Hanover, MD 21076 

Tel: 410-712-4155 

Fax: 410-712-7624 
cosher&unidim.com 
www.unidim.com 


Union Connector 
PO Box 507 
Roosevelt, NY 11575 
Tel: 516-623-7461 
Fax: 516-623-7475 


Union Metal Corp. 
1432 Maple Avenue NE 
Canton, OH 44705 

Tel: 330-456-7653 

Fax: 330-456-0196 


Unique Lighting Inc. 

541 West Grand Avenue 
Escondido, CA 92025-2501 
Tel: 800-955-4831 

Tel: 760-489-1245 

Fax: 760-740-0977 


UV OU 


Unison Fiber Optic Lighting 
Systems 

32000 Aurora Road 

Solon, OH 44139-2814 

Tel: 440-519-1033 

Fax: 440-519-1038 
www.unison9.com 

Unison Fiber Optic Lighting 
Systems is a joint venture 
company of Rohm and Haas 
(makers of OptiFlex) and 


United Lighting Standards, Inc. 
23171 Groesbeck Highway 
Warren, MI 48089 

Tel: 810-774-5650 

Fax: 810-774-5706 


United Plastics Corp. 
513 Independent Road 
Oakland, CA 94621 
Tel: 510-569-6700 

Fax: 510-638-9100 


Universal Fixture 

PO Box 850894 
Braintree, MA 02185-0894 
Tel: 800-221-9740 

Fax: 718-335-6806 


Universal Lighting, Inc. 

3116 North Federal Hwy, Suite 367 
Lighthouse Point, FL 33064 

Tel: 800-758-2253 

Fax: 954-781-5393 


Universal Standard Safety 
Trolley Corp. 

3089 Washington Pike 
Bridgeville, PA 15017 
Tel: 800-245-6378 

Tel: 412-221-4400 

Fax: 412-221-6828 


Unreel Effects 

43 E. Spruce Lane 
Strathmore, АВ ТІР 1J3 
Canada 

Tel: 403-934-2777 

Fax: 403-934-5882 
unreel@agt.net 


Urban Archaeology 

143 Franklin Street 

New York City, NY 10013 
Tel: 212-431-4646 

Fax: 212-343-9312 


US Architectural Lighting 
7900 Clybourn Avenue 
Sun Valley, CA 91352 
Tel: 213-875-1136 

Fax: 818-767-4631 


US Pole Co. Inc. 

7900 Clybourn Avenue 
Sun Valley, CA 91352 
Tel: 800-US-POLES 
Tel: 818-767-3031 

Fax: 818-767-4631 


US-PAR Enterprises, Inc. 
13404 Monte Vista Avenue 
Chino, CA 91710-5149 
Tel: 800-251-4612 

Tel: 909-591-7506 

Fax: 909-590-3220 


USA Illumination Inc., 
Reggiani Products 
108 S. Water Street 
Newburgh, NY 12550 
Tel: 914-565-8500 
Fax: 914-561-1130 

See our ad on page 61. 


DESIGNS OF DISTINCTION 
FROM U.S.A. ILLUMINATION 


USA Illumination, Inc. is the source for award- 


winning luminaires and innovative light sources. 
Call or write for our complete catalog featuring 


Reggiani and other fine lighting products. 
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ILLUMINATION, INC. 


108 SOUTH WATER ST. NEWBURGH, NY 12550 
TEL: 914.565.8500, FAX: 914.561.1130 
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Ushio America Inc 
10550 Camden Drive 
Cypress, CA 90630-4600 
Tel: 800-218-7446 
Fax: 714-229-3180 
to@ushio,com 
www.ushio.com 
Ushio America, Inc. is an inter- 
national manufacturer of spe- 
cialty high intensity discharge 
and halogen light sources for a 
variety of general illumination 
applications, including land- 
scape, architectural and fiber 
optic designs. Ushio offers a 
complete line of quartz halogen 
and discharge lamps for exteri- 
or, interior and display lighting 
including: standard and specialty 
MR11 and MR16 reflector lamps; 
compact single and double- 
ended metal halide; UV protect- 
ed and long-life MR16 lamps as 
well as explosion proof metal 
halide lamps. 

See our ad on page 7. 
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UV Systems 

16605 127th Avenue SE 
Renton, WA 98058 

Tel; 425-228-9988 

Fax: 425-228-9988 
uvsystemQaol.com 


V 


V Michael Ashford 
6543 Alpine Drive SW 
Olympia, WA 98512 
Tel; 360-352-0694 


Valmont 

PO Box 358 
Valley, NE 68064 
Tel: 800-825-6668 
Tel; 402-359-2201 
Fax: 402-359-5803 
www. valmont.com 


Van Teal Inc. 

7201 NE 4th Avenue 
Miami, FL 33138 
Tel: 305-751-6767 
Fax: 305-756-0631 
sales@vanteal.com 
www.vanteal.com 


Vantage Controls 
345 E. 800 S 
Orem, UT 84058 
Tel: 800-555-9891 
Fax: 801-224-0366 


Vara-Light / Dimatronics 
6207 Commercial Road 
Crystal Lake, IL 60014 
Tel: 815-455-4400 

Fax: 815-455-1499 


Vari-Lite, Inc 

201 Regal Row 
Dallas, TX 75247 
Tel: 214-630-1963 
Fax: 214-630-5867 
www. vari-lite.com 


Veam 
100 New Wood Road 


Venture Lighting International 
32000 Aurora Road 

Solon, OH 44139-2814 
216-248-3510 

ax: 216-349-7777 

www .adlt.com/venture 


Verilux Inc. 

PO Box 2937 

Stamford, CT 06906-0937 
800-786-6850 

Tel: 203-921-2430 

Fax: 203-921-2427 
verilux@aol.com 
www.ergolight.com 


Versa-Tech Corp. 
802 E. Walnut Street 
Garland, TX 75040 
Tel: 214-494-2335 
Fax: 214-276-9591 


Versailles Lighting, Inc. 

224 West 30th Street, 9th Floor 
New York, NY 10001 
212-564-0240 
212-268-7473 


Versatruss 

PO Box 2031 

Perth, ON K7H 3M9 
Canada 

Tel: 888-430-7613 
Tel: 613-264-0074 
Fax: 613-264-0889 
info@versatruss.com 
www. versatruss.com 


Vibia USA 

21 Carlson Court 

Rohnert Park, CA 94928-2038 
Tel; 800-330-3231 


vibia@bas 
www.basicsourcelighting.com/vibia 


Victor Products 

119 Commonwealth Drive 
Warrendale, PA 15086 
Tel: 412-776-4900 

Fax: 412-776-3855 


Victorian Lighting Works 
PO Box 469 

251 S Pennsylvania Avenue 
Centre Hall, PA 16828 

Tel: 800-822-1898 

Tel: 814-364-9577 

Fax: 814-364-2920 
www.VLWORKS.com 


Victory Battery Co, 
1508 W. Burbank Road 
Burbank, CA 91506 
Tel: 800-292- 
Fax: 818-840-6724 


Videssence Inc. 

360 Beach Road 
rlingame, CA 94010 
1: 800-579-7577 


650-579-7579 
www. videssence.com 


Viking Cases 
10480 Oak Street NE 

St. Petersburg, FL 33716 
37-8560 


Visa Lighting, 

8600 W. Bradley Road 
Milwaukee, WI 53224 
‘Tel: 800-788-8472 

Tel: 414-354-6600 


414-354-7436 
ighting.com 
ighting.com 


Visco, Inc 
29579 Awbrey Lane 
Eugene, OR 97402 


Tel: 541-688-7741 
Fax: 541-461-0951 
ts@visco-light.com 


Visioneering Corp. 

35 Oak Street 

Weston (Toronto), ON M9N 1A1 
Canada 

Tel: 416-245-7991 

Fax: 416-245-4778 
vision@viscor.com 

WWNW,VIs 


Vista Lighting 

321 Mechanic Street 
Girard, PA 16417 
Tel: 814-474-1628 
Fax: 814-474-1480 


Vista Professional Outdoor Lighting 
1625 N. Surveyor Avenue 

Simi Valley, CA 93063 

Tel: 800-766-8478 

Fax: 805-527-6830 

anet@aol.com 

www. vistapro.com 


Visual Effects, Inc. 
3639 Dyre Avenue 
Bronx, NY 10466 
Tel: 718-324-0011 
Fax: 718-994-8825 


Voigt Lighting Industries Inc. 
135 Ft. Lee Road 
Leonia, NJ 07605 
Tel: 201-461-2493 
Fax: 201-461-7827 


Voltare Technologies, Inc. 
400 Captain Neville 
Waterbury, CT 06705 
Tel: 888-865-8272 

Tel: 203-578-4600 

Fax: 203-578-4605 


Vue-More Mfg. Corp. 
184 Franklin Avenue 
Nutley, NJ 07110 
Tel: 973-235-0660 
Fax: 973-235-0701 
vuemore&aol.com 


W 


W.A. Benjamin Electric Co, 
1615 Stauton Avenue 

Los Angeles, CA 90021 

Tel: 213-749-7731 

Fax: 213-747-3904 


WAC 


W.A.C. Lighting Co. 

615 South Street 

Garden City, NY 11530 
25 


800-526-2585 
516-222-5231 
sales@waclighting.com 
www.waclighting.com 


W J Whatley Inc. 

6980 East 54th Place 
Commerce City, CO 80022 
Tel: 877-WJW-POST 

Tel: 303-287-8053 

Fax: 303-286-7216 
sales@whatley.com 
www.whatley.com 


W.L. Gore & Associates 

201 Airport Road, PO Box 1488 
Elkton, MD 21921 

Tel: 800-431-GORE 

Tel: 410-392-3500 

Fax: 410-996-8585 
tmarino@wlgore.com 
www.aspenlighting.com 


Waldmann Lighting Co. 

9 West Century Drive 
Wheeling , IL 60090 

Tel: 800-634-0007 

Tel: 847-520-1060 

Fax: 847-520-1730 
waldmann@enteract.com 
www. waldmannlighting.com 


Ward Industries 
58582 State Road 13 
Middlebury, IN 46540 
Tel: 219-825-2548 
Fax: 219-825-5645 


w wn 
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Warner Electric Westar Lighting Westerfield Co Western Lighting Standards 
Superior Electric PO Box 261 770 Gateway Center Drive PO Box 19 

383 Middle Street Redmond, WA 98073-02¢ San Diego, CA 92102 Spring City, PA 19475 
Bristol, CT 06010 Tel: 800-833-385¢ Tel: 619-263-6672 Tel: 610-948-4000 

Tel: 800-787-3532 Fax: 425-869-114¢ Fax: 800-748-5947 610-948-5577 


Tel: 860-585-4500 


Fax: 860-582-3784 Westek Ligt 


Illuminated Plastics, Inc 


ted, gladis@dana.com PO Box 2. 1 Edwards Street 

www. warnel/com/sev_main. html 9295 Farnham Str lir CA 92683 'uquerque, NM 87114 
San Dieg 23 Tel: 714-895-3067 Tel: 800-439-3602 

Watervisions Tel: 800- Fax: 714-89. Te 5 

479 Shannon Way Fax: 619-268-1681 WIPI@gte.r 

Vancouver, BC V4M 2W6 Wwww.we ipl. cc 
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Fax: 604-943-3608 


|: 604-943-2332 


WattSmart, Inc 

PO Box 1109 | 
Dahlone GA 305 
Tel: 706-867-9303 
Fax: 706-867-9304 


info@wattsmart,com 


www. waltsr 


a 


> the Watt | 
f Stopper | 


The Watt Stopper Inc 
2800 De La Cruz Blvd 
Santa Clara, CA 95050 


Tel: 800-879-8585 


irt.com 


Tel: 97. 1699 
Fax: 972-422-1311 


sales@wattstopper.com 


www.wattstopper.com 


Welch Allyn L 
Products Division 


4619 Jordan Коз 


Skaneateles Falls, NY 13153 
Tel: 315-685-4347 
Fax: 315-685-2854 
BabiarzL@mail.welchal 
lyn.com DESIGN EXCELLENCE 


IN LIGHTING 
www.welchallyn.com 


I W MINIA 
Wellmade Products | 
{21 Pendleton Way 
Oakland, CA 94621 
Tel; 510-562-1878 

Fax: 510-632-7865 

Epwestphal@aol.cor 


ORPORATE OFFICE 


www.wlmd.com 


Wendelighting | 
8687 Melrose Avenue 

*G2B4 | 
Los Angeles, CA 90069 
Tel: 800-528-0101 

Tel: 310-360-7627 " DALLAS SHOWROOM 


Fax; 310-854-90' 


West Coast Enginee 
International Ltd. 
7984 Ri 


Delta, BC V4G 1E3 
Canada 
S HNIC IE E -.. W.A: 
Fax: 604-946-1203 
LUY o We е wow 


r Road 


genmail@wce.com 


WCE 
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Westron Corporation 
3590-C Oceanside Road 
Oceanside, NY 11572-5829 
Tel; 800-221-4289 

Tek 
Е 


: 516-678-2495 


WF Harris Lighting Inc. 

4015 Airport Extension Road 
Monroe, NC 28110 

704-28; 
Fax: 704-283-6880 


WGL and Assoc 
5418 Lancashire 
San Antonio, TX 78230 


wgl@mail.gte.net 


Widelite. 


Wide-Lite 

PO Box 606 

San Marcos, TX 78667 
Tel: 512-392-5821 


www.wide-lite.com 
Wide-Lite is a manufacturer 
of specification-grade HID 
luminaires and controls sys- 
tems for a variety of archi- 
tectural, commercial and 
industrial applications. 
Manufactured in a world- 
class ISO 9001 Certified facil- 
ity, Wide-Lite's products are 
renowned for superior per- 
formance, durability and 
efficiency that is backed by 
the industry's only five-year, 
full-fixture warranty. 

See our ad on page 13. 
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Wieland, Inc. 

49 International Road 
Burgaw, NC 28425 
Tel: 910-259-5050 
Fax: 910-259-3691 
sales@wieland.com 
www.wielandinc.com 


МКО. 


Wiko Ltd. 

10490 Westn 164th Place 

Orland Park, IL 60467 

Tel: 800-323-1107 

Fax: 800-241-9928 

In addition to its complete line 

of specialty replacement lamps, 

Wiko offers the patented SoLux 

full spectrum daylight lamp. A 

new line of fixtures designed for 

optimum performance of the 

SoLux lamp is now available. 
See our ad on this page. 


Wila Lighting Inc. 
2900 Pawtucket Avenue 


www.wila.de 


Wild West Designs 
PO Box 286 
Heber, UT 84032 
Tel: 801-654-4151 
Fax: 801-654-1653 


Wildfire Inc. 

5200 West 83rd 

Los Angeles, CA 90045 
Tel: 800-937-8065 

Fax: 310-645-9009 
mail@wildfi com 
www. wildfirefx.com 


Wildwood Lamps & Accents 
PO Box 672 


russ@wildwoodlamps.com 
www.wildwoodlamps.com 


Wilshire 

645 Myles Standish Blvd. 
Taunton, MA 02780 

Tel: 800-443-4695 

Tel: 508-824-1970 

Fax: 508-822-7046 

Wilshire is one of the world's 
most sophisticated manufactur- 
ers of custom-designed decora- 
tive lighting for hospitality, 
commercial and institutional 
interiors. Our unique manufac- 
turing capabilities, coupled with 
our dynamic team of in-house 
engineers and designers, allow 
us to work with customers in 
mecting their most difficult 
design specifications. 


Winona Lighting 

3760 Nest Fourth Street 
Winona, MN 55987-7205 
5291 

E 13 

: 507-452-8528 


The Wiremold Co. 

PO Box 330639 

West Hartford, CT 06133-2500 
Tel: 800-621-0049 

Fax; 203-232-2062 

www wiremold.com 


Wise Lights Manufacturing Inc. 
49 Blanchard Street 

Lawrence, MA 01843 

Tel: 888-852-2700 

Tel: 978-687-6000 

Fax: 978-683-9984 
wiselt&aol.com 
www.wiselights.bx.com 


Wismarq Light Company Ine, 
6679 N. Industrial Road 
Milwaukie, WI 53225 

Tel I 


gregw@execpc.com 


Wolic Inc. 

714 Space Way 

PO Box 380429 

Duncanville, TX 75138-0429 
Tel: 800-285-8051 

Tel: 972-296-0777 

Fax: 800-900-9470 

Fax: 972-296-7776 
wolicusa@msn.com 
www.themetro.com/wolic 


WPI Electronics Inc. 
40 Depot Street 
Warner, NH 03278 


Fax: 603-456-2498 


X 


Xenon Corp. 

20 Commerce Way 
Woburn, MA 01801 
Tel: 800-936-6695 
Fax: 617-933-8804 


Xitron Technologies Inc. 
6295 Ferris Square 
Building D 

San Diego, CA 92121 
Tel: 619-458-9852 

Fax: 619-458-9213 


Y 


Yamagiwa USA Corp. 
31340 Via Colinas, Unit 106 
lake Village, CA 91362 
818-879-8611 
818-879-8640 
yamagiwaus@aol.com 


YaYo! Des 


lations 


Inc, dba 


26 47th Avenue 
Long Island City, NY 11101 
Tel: 718-482-8710 
Fax: 718-482-8739 


yayo@jps.net 


Yokogawa Corporation of America 
2 Dart Road 

Newnan, GA 30265 

Tel: 800. 


Tel: 770-25: 000 
Fax: 770-251-2088 
info@yca.com 


WWW.yca.com 


Yorklite Electronics Inc 
3161 State Road 


B m. PA 19020 

I 244-4201 

ах 208 

Yosgad Lighting Industries Inc 
90 Dayton Avenue 

Passaic, NJ 07055 


Tel: 973-471-2858 
Fax: 973-471- 2454 
WWW.Zlpynet.com 


Z-Lite - Jenamees Inc 


113 Winnett Street 
Woodstock, ON N 15 578 
Canada 


Tel; 800-681-9943 


Tel: 519-537-7646 
Fax: 800-670-0409 
Fax: 519-421-2881 


zlite&execulink.com 


Zamperla Inc 
49 Fanny Road 

Parsippany, NY 07828 
Tel: 973-334-8 


Fax: 973-334-6880 


dmartin@zamperlarides.con 


www. zamperlarides.com 


Zaneen Lighting Inc 
y Avenu 
ON MGM 2p* 


65 Dens 
Toronto, 
Canada 
Tel: 416-247-9221 


Fax: 416-247-93]9 
zaneen@zaneen.com 


Wwww.zaneen.com 


1 Street 
n, CA 90745 


10-513-6319 


Fax: 310-513-6412 


ZED Inc 

2109 LeChatelier 
Laval, QB H7L 5B3 
Canada 

Tel: 514-687-8544 
Fax: 514-687-1378 


zed@zed-inc.com 


Zelco Industries Ir 
65 Haven Avenue 
Mt Vernon, NY 10553 
Tel: 800-431-2486 

Tel: 914-699. 
Fax: 914-699. 


zlco@aol.com 


www.zelco.com 


Ziggurat, David Baird 
5007 Wyomi 
TN 37209 


Tel: 615-463-0139 


Nashville 


Fax: 615-463-0084 


3% Avenue 


*111 


Zumtobel Staff Lighting Inc 
300 Route 9W, PO Box 1020 
Highland, NY 12528-0020 
Tel: 800-932-0633 

Tel: 914-691-6262 

Fax: 914-691-6289 

rsli@z 


)belstaff.com 
www.zumtobel.co,at = 


Meet Your New L ghting Library 


The sponsors of the Quality 
www.qualitylight.com, an on 


cles on technique and technology, 


m is linked to inter.Light at 


www.lightsearch.com, the on-line lighting product search engine. 


www.qualitylight.com 


tural Lighting 
lliance, National lat 


e, inter.Light, the IALD, Lighting 


Lighting Campaign bring you the Lighting Design Forum at 
line library of articles, links and resources. You'll find projects, arti- 
links to other organizations, publications 

and many other resources. The Lighting Design 


— | 

wr aw | lighting design forum 
— | 

— 


DOOR LUMINAIRES 


SLE/STEP 


yerican Lighting Inc 
jerican Permalight, Inc 
k Lightir 
га Light Inc 
tomated Entertainment HD 
Dichroic 
‘fer Lighting 
Innovative Lighting 
lestial Lighting 
oper ghting, 
W. Cole & Company Inc 
abmar 


av-O-Lite Fluorescent Fixtures 


rco Lighting 

stiluz Inc 

venlite Inc 

lubbell Lighting Inc 

laho Wood 

-eene-Widelite 

‘ichler Lighting 

‘ingbright Corp. 

ейп Company 

cramer Lighting Inc 

Curtzon Lighting 

ightech Inc 

Lighting and Electre 
Design, Inc 

Lightly Expressed Lid 

Lightolier 

Lightworks 

Lithonia Lighting 

Lucifer Lighting Co 

Lumi-Decor Inc 

MaxLite 

Mid-West Chandelier Co. 


Omega Lighting/Thomas Lighting 


Pathway Lighting Products Inc 
Prescolite Lighting 

Prolume Inc 

Re-Energy 

Rebelle Architectural Lighting 
Roberts Step-Lite Systems 
Ruud Lighting 

Starfire Lighting Inc 

Task Lighting Corp. 

Thomas Lighting Canada 
Tivoli Industries Inc 

Wolic Inc 


INDOOR LUMINAIRES 


HIGH/LOW BAY 


Abolite Lighting 

Acculite Mfg, Inc 

Айга Electric Products Inc 

CEW. Lighting, Inc./Spartan 

Cooper Lighting 

Day-Brite Lighting (Day Brite 
McPhilben, Matrix) 

EAL Lighting Corp. 

Emergi-Lite Inc 

Emergi-Lite, Ltd. 


Enerex Technology 
Erco Lighting, 
Eurofase 

Guth Lighting 

Helios Lighting Ltd 
Holophane Corp 
Hubbell Lighting Inc. 
JJI Lighting Group, Inc 
Keene-Widelite 


Killark Electric Mfg. Co./subsidiary 


of Hubbell 
Lightron of Cornwall, Inc 


Lightsystems Techno logies Corp. 


Lithonia Lighting 
Los Angeles Lighting Mfg. Co 


Lumark/Brand of Cooper Lighting 


MagniFlood Inc 
MetalOptics Inc 
Mitor Industries Inc 
Paramount Industries, Inc 
PFO Lighting Inc 

Powerlite Inc 
Reflect-A-Light Inc 

Ruud Lighting 

Thomas Lighting Canada 
Voigt Lighting Industries Inc 
Wide-Lite 

Zumtobel Staff Lightin 


Inc 


INDOOR LUMINAIRE 


CABLE/RAIL 


Alfa 12V, Inc 
Arc Manufacturing, 
Artemide Inc 


Bega/US 


Con-Tech Lighting (Conservation 


Technology Ltd.) 
Eurofase 
German Brown Illumination 
Hafele America Co 
Hampstead Inc 
Hubbell Lighting Inc 
Illuminating, Experiences Inc 
Industry + Design Light (IDL) 
Kramer Lighting Inc 
Light Waves Concept, Inc 
Lighting Technological 

Innovations, Inc 
Lumid Inc 
Modular International Inc 
National Specialty 1 ighting Inc 
Orbit North America Ltd 
Raylux, Inc 
Scangift Ltd 
SF Designs, LLC 
Swivelier 
Targetti USA LLC 
Tech Lightin 
Translite Systems 


INDOOR LUMINAIRE: 


CHANDELIERS 


Access Lighting Corp. 

Advent Lighting 

American Period Lighting Inc 
Ann Morris 

Anvil Arts 

Architectural Details, Inc 
Arroyo Craftsman 

Artcraft Lighting, 

Arte de Mexico 

Artemide Inc 

Aura Lighting, Inc 

3anci Spa 

Basic Source Inc 

Boyd Lightir 
Brass Light Gallery, Inc 
Brass Reproductions 


Celestial Lighting 

Charles Loomis Inc 

Cherry Tree Design, Inc 

Christopher Thompson 
Ironworks 

Classic Illumination, Inc 

Color Corp. 

Conant Custom Brass, Inc 

Coronet Chandelier Originals 


Crystal Clear Lighting/Fifth Avenue 
Lighting 

Crystal Farm 

CW, Cole & Company Inc 

CX Design Inc 

D'ac Lightir 

David D'Imperio Inc 

Design Guild 

Design Lighting Products Co. 

Estiluz Inc 

Evergreen Lighting 

Excelite Inc 

ЕА, Lighting 

Flos USA Inc 

Forte Lighting 

Gem Monogram 


Genie House 

George Kovaes Lighting 

Georgian Art Lighting Designs Inc 
Glow Lighting 

Grand Field Quality Lighting 
Gross Chandelier Со 

HLA. Framburg & Company 
Hammerworks 

Hampstead Inc 

Hemera Products 

Hinkley Lighting 

Hinson & Company 

Hubl 
Idaho W 
Illuminating Experiences Inc 
James R Moder 

Joan Sherman Decorative Arts 
Johnson Art Studio 
Kane-Shrader, Inc 

Kichler Lighting 

Kramer Lighting Inc 


ton Forge 


ood 


Landmark Lighting 

LBL Lighting / Prisma 

Leucos USA, Inc 

Lighting and Electronic Design 
Inc 

Lighting Sculptures Inc 


works 


Lumec Design Inc 

Lumetta 

Lumid Inc 

Manning Lighting 

Material Plane 

McFadden Lighting Co. Inc 

Metro Lighting & Crafts 

Metropolitan Lighting/Camer Glass 
Lighting Corp. 

Meyda ‘Tiffany 

Modular International Inc 

Mountain Moose Design 

Murano Due 

Nature's Desi 

Neidhardt 

Nemco Architectural Lighting 

Nessen Lighting 

New Metal Crafts Inc 

New West Furniture 

Niermann Weeks 

Northeast Lantern, Ltd 

Norwell Manufacturing Co. Inc 


Nova Industries Inc 

The Original Cast Lighting Inc 
Pam Morris Exciting Lighting 
Pemco Lighting Products, Inc 
Pennsylvania Globe Gaslight Co. 
Phoenix Day Co 

Progress Lighting 

Quoizel Inc 

Rambusch Lighting 

Rebelle Architectural Lighting 
Rejuvenation Lamp & Fixture Co 
Remington Lamp 

Renoma Lighting 

Roval Metal Products Inc 

Satco Products Inc 


Scangift Ltd 


Schonbek Worldwide Lighting Inc. 


Scott Architectural Lighting 

Sea Gull Lighting 

Shaper Lighting 

SPJ Lighting 

St Louis Antique Lighting Co 

Starfire Lighting Inc 

Stone Mather Designs 
Stonegate Designs Inc 

StoneLight Works 

Tech Lighting 

Thomas Lighting Canada 
‘voli Industries Inc 

Translite Systems 


TrimbleHouse Corp. 

Two Hills Studio, Inc 

2thousand Degrees 

Ultralights Architectural Lighting, 
Inc 

Urban Archaeology 

Victorian Lighting Works 

Visa Lighting 

Voigt Lighting Industries Inc 

Wildwood Lamps & Accents 

Winona Lighting 

Zaneen Lighting Inc 


INDOOR LUMINAIRES 


DOWNLIGHTS 


ACC Lighting Systems Inc 

Alexandra Lighting Systems, Inc 

Amerlux Lighting Systems 

Ann Morris 

Ardee Lighting Inc 

Ardron-Mackie Ltd 

Ark Lighting 

Arroyo Craftsman 

Artcraft Lighting 

Artemide Inc 

Atlite/Brand of Cooper Lighting 

Bartco 

Bega/US 

Bernard Collin & Co 

Best Lighting Products 

Brass Light Gallery, Inc 

Capri Lighting/Thomas Lighting 

Con-Tech Lighting (Conservation 
Technology Ltd.) 

Contrast Lighting 

Cooper Lighting 

Crystal Farm 

C.W. Cole & Company Inc 

Dac Lighting 

Day-O-Lite Fluorescent Fixtures 

Designplan Lighting Inc 

DMF Lighting 

Edison Price Lighting 

Electronic Theatre Controls, Inc 

Erco Lighting 

Eurofase 

F.A.D. Lighting 


Fail-Safe/Brand of Cooper Lighting 


Future Light Inc 

George Kovacs Lighting 

Guth Lighting 

H.E. Williams Inc 

Hadco 

Hammerworks 

Helios Lighting Ltd 

Hemera Products 

Hubbell Lighting Inc 

Illuminating Experiences Inc 

Industry + Design Light (IDL) 

Indy Lighting Inc. 

Iris Lighting Systems Brand of 
Cooper Lighting 


compan 


LIGHTOLIER 


1071; 


Lightolier 


One of the most significant and beneficial technological 
advances of the twentieth century bas been electric light illu- 
mination. Throughout our century, Lightolier has supplied a 
wide range of interior lighting fixtures to light the places we 
live, work and play in. Since its inception in 1904, the com- 
pany has been dedicated to providing creative lighting solu- 
tions—lighting that combines function with style—to help 
make a real difference in the quality of our lives 


Lightolier has a proud history of timely product innovations to 
meet changing needs and advance lighting's performance and capa- 
bilities. The company invented track lighting in the early 1960s. In 
the 1960s and 70s, Lightolier pioneered downlight reflector technol- 
ogy and high-performance fluorescent lighting for commercial appli- 
cations in offices and stores. 

Within the past 12 years, the company, employing innovative 
microprocessor technology, has entered the lighting controls market 
and has also concentrated on *energy smart" fluorescent lighting to 
maximize good lighting while achieving substantial energy savings 
For commercial applications, Lightolier has led the way in develop- 
ing integrated lighting systems that efficiently combine electronic 
controls with fixtures for unmatched system int 


grity 

Lightolier's product line includes downlighting, track, fluorescent, 
decorative fixtures and advanced controls—representing the widest 
and most useful range of products available under a single brand, 
with most available in good, better and best options for every appli- 
cation. Lightolier fixtures are distinguished in style by their simplici- 
ty and integrity of design 

Lightolier develops and produces its own reflector optics and is 
the only lighting manufacturer to design its own electronic chips. An 
in-house team of optical and electronic specialists, along with indus 
trial designers and engineers, are supported by certified on-site lab: 
oratories and testing facilities within the company's state-of-the-art 
300,00-sq.-ft. design, production and corporate headquarters in Fall 
River, MA. The Fall River facility also includes a multi-million-dollar 
lighting demonstration and education center 

To meet the advancing needs of lighting designers and specifiers, 
Lightolier offers an array of electronic products, such as a CD-ROM, 
web site, photometric electronic bulletin board and a fax-on demand 


service for obtaining technical specifications 24 hours a day 


М3 PAR Lamp Track System 


Prescolite Lighting 


It was more than fifty years ago that Prescolite 
was founded in the garage of Preston "Pres" 


home. Since then 


Jones’ Berkeley, 
Prescolite has grown to be a leader in com 
mercial lighting in the United States, with 
headquarters and manufacturing in San 
Leandro, CA, four plants in El Dorado, AR, 
and regional distribution centers throughout 
the United States and Canada. Prescolite is a 


part of the Lighting Corporation of America 


While “industry leader” can be ambiguous as 
\ term, it is appropriate to apply to Prescolite Prescolite's Concept Center training facility, 
Perhaps the simplest example is in compact fluorescent San Leandro, CA 
downlighting. Today it is a normal part of the lighting 
design vocabulary, In 1982, it was not. That was the year that Prescolite 
introduced the first U.S. manufactured series of commercial grade recessed 
downlights using compact fluorescent lamps. In 1993, when Prescolite 
released “Intelect,” there was no other fixture manufacturer in America that 
made an IC chip-driven (or “smart") multi-voltage compact fluorescent bal- 
last. Until 1998, no other manufacturer offered the multi-voltage feature of 
the original Intelect ballast. Of course, the Intelect ballasts being sold in 1998 
are not the same as in 1993. The Intelect Plus ballast introduced at Lightfair 
in 1998 now includes multi-voltage and multi-wattage control, end-of-life cir- 
cuitry ("Super Lamp Guard,” a patented protection circuit from Energy 
Saving Ballast Inc.) and low in-rush current (a 


Prescolite exclusive). Among Prescolite's other 


recent innovations are its Virtual Source 
M3, 


ing series; and Signos, a modular series of dec- 


Optics; 


modular specification grade track light- 


orative downlight trims. Virtual 
Source optics use unique geome 
try to provide high efficiency, low 
brightness and incandescent like 
cut-off from asymmetrical compact 
fluorescent sources. M3 and 
Signos offer the specifier unparal 
leled control over product design 
in their specification by making 
customization standard 


All of these recent product 
introductions reflect the changes occurring at Prescolite канш Бесс Ballsst 
Prescolite is а 50+ year-old brand name, but really а less than three-year-old 
company. The past three years of dynamic double digit growth at Prescolite 


are part of an overall strategic plan 


Signos Decorative 
Downlight Trims 


We 
company and were unhappy at the lack of 


looked at our 


dynamic growth," observes Prescolite President, Don 


Emmons. “Between 1990 and 1995, we felt we were too nar 


rowly focused, providing innovations in ballast tec hnology, but 


not in total light fixture design or in systems integration. In fixture design 
we had simply become too mainstream, using in too many areas of our 
product a me-too approach—appearing to 
be, more or less, just like everybody else.” 

Prescolite has changed its direction 
with a simple mission: Prescolite will 
bring to the professional specifier a “new 
quality of light.” This has been done not 
by looking inward, as is so common in so- 
called business “re-engineering” pro- 
jects—but by looking outward. Prescolite 
committed itself to re-establishing itself 
with the professional design community 
by simply listening and understanding 
real market needs. "It's the simplest mar- 
keting plans that grow to be truly mean 
ingful to consumers. Ours is: listen to the 
user, understand what's needed, then do 


it,” says Emmons. 


In 1995, Prescolite began a broad mar- 


Prescolite's exclu 


olite's 1998 Lightfair booth, ket initiative called “lume 2000." From sive Virtual Source 
Las Vegas, Nevadà, thig series of continuing specifier round-tables came a wealth of product optical concept for 
compact fluorescent 


ideas from participating designers. The Lightfair introductions of 1997 and 


downlights 
1998 were the first realizations of these 
shared ideas and product concepts 
Indeed, Prescolite's 1999 Lightfair and 
future product introductions will also 
reflect the thoughtful and practical influ- 
ence of lighting professionals, as we 
continue to listen and to develop practi- 
cal, affordable solutions to real world 
lighting problems as our way of deliver- 
ing on our promise of providing our 


customers with “а new quality of light." 


Itre USA Inc 

Janmar Lighting 

Juno Lighting Inc. 

Kirlin Company 

Kramer Lighting Inc 

Kurt Versen Company 
Kurtzon Lighting 

LaMar Lighting 

LBL Lighting/Prisma 
Leucos USA, Inc 

Lighting Source, Inc 
Lightolier 

Lightron of Cornwall, Inc 
Lightsystems Technologies Corp, 
Lithonia Lighting 

Lucifer Lighting Со 
Lumatech Corporation 
Lumax Industries Inc 
MaxLite 

MeFadden Lighting Co, Inc 
MetalOpties Inc 

Modular International Inc 
Murano Due 

Neo-Ray Lighting Inc 
Nessen Lighting 


Norwell Manufacturing Co. Inc 

Nova Industries Inc 

NuArt, A Public Access Lighting 
Company 

Nutech Lighting Corp. 

Omega Lighting/Thomas Lighting 

Ortek Lighting 

Paramount Industries, Inc 

Pathway Lighting Products Inc 

Penn Fabrication Inc 

Portfolio/Brand of Cooper Lighting 

Poulsen Lighting Inc 

PowerLux Corporation 

Prescolite Lighting 

Primelite Mfg. Corp. 

Progress Lighting 

Quoizel Inc 

Rambusch Lighting 

Raylux, Inc 

Rebelle Architectural Lighting 

Ruud Lighting 

Scangift Ltd. 

Sea Gull Lighting 

Sure-Lites/Brand of Cooper 
Lighting 

Swivelier 

Targetti USA LLC 

Tech Lighting 

Thomas Lighting Canada 

Translite Systems 

Trend Lighting 

USA Illumination Inc., 
Reggiani Products 

W.A.C. Lighting Co 

W.L. Gore & Associates 

Westek Lighting 

Wila Lighting Inc 

Zumtobel Staff Lighting Inc 


INDOOR LUMINAIRES 


EMERGENCY 


American Permalight, Inc 

American Scientific Lighting 
Corp. (ASL) 

Atek, Inc 

Atlite/Brand of Cooper Lighting 

Aura Lighting, Inc 

Best Lighting Products 

Big Beam Emergency Systems Inc 

Carpenter Emergency Lighting 

CD Lighting, Inc 

Celestial Lighting 


Concealite Emergency Lighting 

Continuum Technologies 
Corporation 

Cooper Lighting 

Day-Brite Lighting (Day-Brite. 
McPhilben, Matrix) 

DMF Lighting 

Emergi-Lite Inc 

Emergi-Lite, Ltd 

EnRel Energy Corp. 

Erco Lighting 

Evenlite Inc 

Evergreen Lighting 

Eurofase 

Gilbert Industries Inc 

Guth Lighting 

Hasco Electric 

Helios Lighting Ltd 

High-Lites, Inc 

Holophane Corp. 

Hubbell Lighting Inc 

Incon Lighting Products Inc 

JJI Lighting Group, Inc 

Juno Lighting Inc 

Killark Electric Mfg. Co./subsidiary 
of Hubbell 

Kingbright Corp. 

LaMar Lighting 

LC Doane Company 

Ledalite Architectural Products Inc 

Ledtronics Inc 

Legion Lighting Co. Inc 

Lightguard 

Lightolier 

Lithonia Lighting 

Los Angeles Lighting Mfg. Co. 

Mid-West Chandelier Co. 

Mule Emergency Lighting Inc 

Nora Lighting 

Paramount Industries, Inc 

Pathway Lighting Products Inc 

Phoenix Products Company Inc 

Powerlite Inc 

Prescolite Emergency 


ProLight Inc 

Prolume Inc 

Re-Energy 

Roberts Step-Lite Systems 
Ruud Lighting 

Satco Products Inc 
Sure-Lites/Brand of Cooper Lighting 
Tele-Lite, Inc 

Thomas Lighting Canada 

TLS Mfg, Inc 

WattSmart, Inc 

Wellmade Products 

Wise Lights Manufacturing Inc. 
Yorklite Electronics Inc 


INDOOR LUMINAIRES 


EXIT 


Alkco Lighting 

American Permalight, Inc 

Atek, Inc 

Atlite/Brand of Cooper Lighting 

Best Lighting Products 

Big Beam Emergency Systems Inc 

Carpenter Emergency Lighting 

CD Lighting, Inc 

Color Corp. 

Cooper Lighting 

C.W. Cole & Company Inc 

Day-Brite Lighting (Day-Brite 
McPhilben, Matrix) 

DMF Lighting 

EAL Lighting Corp. 

Emergi-Lite Inc 

Emergi-Lite, Ltd. 


Erco Lighting 

Eurofase 

Evenlite Inc 

Exitronix, Divison of Barron 
Mfgr. Corp. 

Fail-Safe/Brand of Cooper Lighting 

Gilbert Industries Inc 

Guth Lighting 

Helios Lighting Ltd 

High-Lites, Inc 

Holophane Corp 

Hubbell Lighting Inc 

Incon Lighting Products Inc 

Isolite Corporation 

JJI Lighting Group Inc 

Juno Lighting Inc 

Killark Electric Mfg. Co./subsidiary 
of Hubbell 

Kingbright Corp 

Kirlin Company 

LC Doane Company 

Legion Lighting Co. Inc 


Lightech Inc 

Lightguard 

Lightolier 

Lightron of Cornwall, Inc 
Lithonia Lighting 

Lumatech Corporation 
MaxLite 

Morlite Inc 

Mule Emergency Lighting Inc 
Nemco Architectural Lighting 
Nora Lighting 

Pathway Lighting Products Inc 
PFO Lighting Inc 

Powerlite Inc 

Prescolite Emergency 
ProLight Inc 

Prolume Inc 

Re-Energy 

Ruud Lighting 

Standard Enterprises, Inc 
Sure-Lites/Brand of Cooper Lighting 
TechBrite 

Thomas Lighting Canada 

TLS Mfg. Inc 

Ward Industries 

Wila Lighting Inc 

Yorklite Electronics Inc 


INDOOR LUMINAIRES 
FLUORESCENT PENDANTS 


AAMSCO Lighting Inc 

ACC Lighting Systems Inc 

American Scientific Lighting Corp. 
(ASL) 

Amerlux Lighting Systems 

Ardron-Mackie Ltd 

Ark Lighting 

Artemide Inc 

Atlite/Brand of Cooper Lighting 

Axis Lighting, Inc 

Baldinger Architectural Lighting 

Basic Source Inc 

Bega/US 

Brass Light Gallery, Inc 

Canplas Industries (Canle) 

CD Lighting, Inc 

Columbia Lighting 

Cooper Lighting 

Coronet Chandelier Originals 

D'ac Lighting 

Day-Brite Lighting (Day-Brite, 
McPhilben, Matrix) 

Day-O-Lite Fluorescent Fixtures 

Enerex Technology 


Engineered Products Company 
Erco Lighting 


velite Inc 

Finelite Inc. 

Flos USA Inc 

Focal Point, LLC 

Forum Inc 

GLC, Inc 

H.E. Williams Inc 

Hafele America Co. 

Harris Lighting Systems 
Hasco Electric 

Helios Lighting Ltd. 
Holophane Corp. 

Hubbell Lighting Inc 

Idaho Wood 

Illuminating Experiences Inc 
Incon Lighting Products Inc 
Industry + Design Light (IDL) 
Indy Lighting Inc 

Invia Industries, Inc 

JJ Lighting Group, Inc 
Kichler Lighting 

Kirlin Company 

Kramer Lighting Inc 

Lam Lighting Systems, Inc 
LaMar Lighting 

Ledalite Architectural Products Inc 
Legion Lighting Co. Inc 
Lighting Sculptures Inc 
Lightolier 

Lightron of Cornwall, Inc 
Lightsystems Technologies Corp 
Litecontrol Corp. 

Los Angeles Lighting Mfg. Co. 
Lumetta 

Luxo Corp 

MagniFlood Inc 

Manning Lighting 

McFadden Lighting Co. Inc 
MetalOptics Inc 

Mid-West Chandelier Co 
Mitor Industries Inc 
Neidhardt 

Nemco Architectural Lighting 
Neo-Ray Lighting Inc 

Nessen Lighting 

Paramount Industries, Inc 
Peerless Lighting 

PFO Lighting Inc 

Pioneer Lighting 

Poulsen Lighting Inc 
Precision Architectural Lighting Inc 
Precision Outdoor Lighting 
Prescolite Lighting 

Progress Lighting 

Rambusch Lighting 

Rebelle Architectural Lighting 
Reflect-A-Light Inc 

Renova 

Scott Architectural Lighting 
Sea Gull Lighting 

Selux USA Corporation 

SPI Lighting Inc 

Starfire Lighting Inc 

Stone Mather Designs 
TechBrite 

Teron Lighting Inc. (TLD 
Thomas Lighting Canada 
Trend Lighting 

Vibia USA 

Voigt Lighting Industries Inc 
Waldmann Lighting Co. 

Ward Industries 

Wellmade Products 
Westerfield Co. 

Wila Lighting Inc 

Wise Lights Manufacturing Inc 
Wismarq Light Company Inc 
Zumtobel Staff Lighting Inc 


compan 
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Luxo Corporation 


Founded by Norwegian industrialist Jac Jacobsen in 1937, Luxo AS (known as Jac 
Jacobsen AS until 1996) pioneered the development of portable, individually 
adjustable, desktop lighting products that employed a unique, counter-balanced 
swingarm mechanism. That original task light design, named the Luxo L-1 because 
of the “luxurious” quality of its highly directional light, was an immediate com- 
mercial and aesthetic success 

Today, the L-1 is often regarded by business historians and lighting profession- 
als as “the light that changed the world.” Not only does this fixture, and the fami- 
ly of portable, adjustable task lighting products it spawned, sell worldwide in the 
millions every year, but the L-1 remains the most imitated task light worldwide. 

Luxo Corporation, the North American manufacturing and marketing arm of 
Luxo AS, headquartered in Port Chester, NY, has been in operation since 1969. 
Luxo continues to introduce a wide range of innovative task lighting products. The 
an internal 
pantographic mechanism which keeps the lamp-head parallel to the worksurface 


multiaward-winning Heron “executive” asymmetric task light features 


at all times, avoiding glare, The Vision task light, a multiadjustable, springarm-bal- 


anced asymmetric task light with a distinctive wedge-shaped head, is designed 


specifically for VDT-intensive work environments 

In 1996, Luxo introduced complete multiple lines of plug-in and hard-wired 
ambient/indirect luminaires, making the Company for the first time a unified 
resource for two-component lighting—task and ambient fixtures that work in con- 
cert to eliminate glare. A “two-component” approach to office lighting successful- 
ly combines ambient indirect with portable, adjustable task lighting to create a 
glare- and shadow-free work environment; one that supports frequent VDT use, 
while it meets the “comfort” needs of individual users and visitors to the space. A 
second noteworthy advantage to two-component lighting is that it meets the 
revised, updated guidelines of the Illuminating Engineering Society of North 
America (IESNA) Standard for proper office lighting, known as RP-1 

As corporate America continues the trend towards more flexible office envi 


ronments that reconfigure as employee needs, tasks and staffing levels change, a 
two-component approach to lighting provides a clear advantage. Because of its 
efficiency and benefits to employees at all levels, it will become more common- 
place and join the ranks of such indispensable office equipment a the telephone, 
copier, fax or the ubiquitous desktop computer. 

In 1997, Luxo introduced the Designer Series family of wall sconces and ceil- 


ing pendants, which combine original, contemporary design; high-performance; 
high manufactured quality; and accessible pricing. 
In all, lighting from Luxo has never been more "luxurious"! 


INDOOR LUMINAIRES 


FLUORESCENT INDUSTRIAL 


ACC Lighting Systems Inc 

Alexandra Lighting Systems, Inc 

American Scientific Lighting Corp. 
(ASL) 

Atlite/Brand of Cooper Lighting 

Bieber Lighting Corp. 

C.E.W, Lighting, Inc./Spartan 

Canplas Industries (Canlet) 

CD Lighting, Inc 

Celestial Lighting 

CLI Fixtures 

Columbia Lighting 

Cooper Lighting 

Dabmar 

Day-Brite Lighting (Day-Brite, 
McPhilben, Matrix) 

Day-O-Lite Fluorescent Fixtures 

Dazor Mfg. Corp. 

Fluorescent Mfg. Co. 

Technology 

Engineered Products Company 

Fail-Safe/Brand of Cooper Lighting 

FSC Lighting 

Guth Lighting 

H.E. Williams Inc. 

npsteac Inc 

s Lighting Systems 

» Electric 

Helios Lighting Ltd. 

Hetherington Industries Inc 

Holophane Corp. 

Hubbell Lighting Inc 

Incon Lighting Products Inc 

Invia Industries, Inc 

Jackson Power & Electric Ltd. 

Jl Lighting Group Inc 

Killark Electric Mfg. Co./subsidiary 
of Hubbell 

Kurtzon Lighting 

LaMar Lighting 

LC Doane Company 

LDPI Co. (Div. of LPI, Inc..) 

Legion Lighting Co. Inc 

Lightron of Cornwall, Inc 

Lightsystems Technologies Corp. 

Lithonia Lighting 

Los Angeles Lighting Mfg. Co. 

Lumax Industries Inc. 

Luxo Corp. 

MagniFlood Inc 

MaxLite 

MetalOptics Inc 

Mid-West Chandelier Co. 

Mitor Industries Inc 

Morlite Inc, 

Paramount Industries, Inc 

PFO Lighting Inc 

Phoenix Products Company Inc 

Pioneer Lighting 

Promolux 

Reflect-A-Light Inc 

Renova 

TechBrite 

Thin-Lite Corp. 

Thomas Lighting Canada 

Visioneering Corp. 

Voigt Lighting Industries Inc 

Waldmann Lighting Co. 

Wellmade Products 

Wildfire Inc 

Wise Lights Manufacturing Inc 

Wismarq Light Company Inc 

Zumtobel Staff Lighting Inc 


INDOOR LUMINAIRES 


OFFICE FURNITURE 
INTEGRATED 


Alexandra Lighting Systems, Inc 
Alkco Lighting 

American Fluorescent Corp 
Ark Lighting 

Axis Lighting, Inc 

Dainolite 

Duray Fluorescent Mfg. Co 
Garcy/SLP 

JJI Lighting Group Inc 
Kramer Lighting Inc 

Ledalite Architectural Products Inc 
Legion Lighting Co. Inc 

Los Angeles Lighting Mfg. Co 
Nessen Lighting 

Peerless Lighting 

Purelite, Systematix Inc 
Raylux, Inc 

Renova 

Royal Metal Products Inc 
Scangift Ltd 

Sea Gull Lighting 

Selux USA Corporation 

SPI Lighting Inc 

Tivoli Industries Inc 

Voigt Lighting Industries Inc 
Waldmann Lighting Co. 


INDOOR LUMINAIRES 


DECORATIVE PENDANTS 


AAMSCO Lighting Inc 

Abolite Lighting 

ACC Lighting Systems Inc 

Access Lighting Corp. 

Adesso Lighting 

Advent Lighting 

Alico Industries Inc 

American Period Lighting Inc 

American Scientific Lighting Corp 
(ASL) 

Ann Morris 

Anvil Arts 

Arc Manufacturing 

Architectural Details, Inc 

Ardron-Mackie Ltd 

Ark Lighting 

Arroyo Craftsman 


Artcraft Lighting 

Arte de Mexico 

Artemide Inc 

Banci Spa 

Basic Source Inc 

Boyd Lighting Co. 

Brass Light Gallery, Inc 

Brass Reproductions 

Canplas Industries (Canlet) 

Casella 

Charles Loomis Inc. 

Cherry Tree Design, Inc 

Classic Illumination, Inc 

Color Corp 

Columbia Lighting 

Con-Tech Lighting (Conservation 
Technology Ltd.) 

Conant Custom Brass, Inc 

Contrast Lighting 

Cooper Lighting 

Coronet Chandelier Originals 

Crystal Clear Lighting/Fifth Avenue 
Lighting 

Crystal Farm 

C.N. Cole & Company Inc 

CX Design Inc 

D'ac Lighting 


David D'Imperio Inc 

Davis/Muller Lighting 

Day-O-Lite Fluorescent Fixtures 

Design Guild 

Design Lighting Products Co 

Donovan Design Co. 

Donovan Lighting Ltd 

Eclipse Lighting Inc 

Emess Lighting Inc 

Erco Lighting 

Estiluz Inc 

Eurofase 

Excelite Inc 

F.A.D. Lighting 

Fire & Water Lighting 

Flos USA Inc 

Focal Point, LLC 

Forte Lighting 

Forum Inc 

Galbraith & Paul 

George Kovacs Lighting 

Georgian Art Lighting Designs Inc 

Glow Lighting 

Grand Field Quality Lighting 

Gross Chandelier Co. 

Н.А. Framburg & Company 

Hafele America Co. 

Hampstead Inc 

Helios Lighting Ltd. 

Hemera Products 

Hessamerica 

Hinkley Lighting 

Hinson & Company 

Holophane Corp 

Hubbardton Forge 

Hubbell Lighting Inc 

Idaho Wood 

Illuminating Experiences Inc 

Incon Lighting Products Inc 

Industry + Design Light (IDL) 

Indy Lighting Inc 

Invia Industries, Inc 

Itre USA Inc 

IJI Lighting Group Inc 

Joan Sherman Decorative Arts 

Johnson Art Studio 

Kane-Shrader, Inc 

Kichler Lighting 

Kirlin Company 

Kramer Lighting Inc 

Lam Lighting Systems Inc 

LaMar Lighting 

Lamps by Hilliard 

Landmark Lighting 

Latigo Lights, Inc 

LBL Lighting/Prisma 

Leucos USA, Inc 

Lighting Sculptures Inc 

Lightolier 

Lightsystems Technologies Corp. 

Lucifer Lighting Co. 

Lumec Design Inc 

Lumetta 

Lumid Inc 

Luxo Corp. 

Manning Lighting 

Material Plane 

McFadden Lighting Co. Inc 

Metro Lighting & Crafts 

Metropolitan Lighting/Camer Glass 
Lighting Corp. 

Meyda Tiffany 

The Mica Lamp Company 

Modular International Inc 

Moore Lambert Lighting Inc 

Mountain Moose Design 

Murano Due 

Neidhardt 

Nemco Architectural Lighting 

Neo-Ray Lighting Inc 

Nessen Lighting 


New Metal Crafts Inc 

New West Furniture 

Niermann Weeks 

Northeast Lantern, Ltd. 

Norwell Manufacturing Co. Inc 

Nova Industries Inc 

Orbit North America Ltd 

The Original Cast Lighting Inc 

Pam Morris Exciting Lighting 

Pennsylvania Globe Gaslight Co. 

Phoenix Day Co 

Poulsen Lighting Inc 

PowerLux Corporation 

Prescolite Lighting 

Primelite Mfg. Corp 

Progress Lighting 

Quoizel Inc 

Rambusch Lighting 

Raylux, Inc 

Rebelle Architectural Lighting 

Rejuvenation Lamp & Fixture Co 

Renoma Lighting 

Robern 

Roxter Lighting 

Royal Metal Products Inc, 

Scangift Ltd. 

Schonbek Worldwide Lighting Inc 

Scott Architectural Lighting 

Sea Gull Lighting 

Shaper Lighting 

SPI Lighting Inc 

SP] Lighting 

is Antique Lighting Co. 

Lighting Inc 

ather Designs 

Stonegate Designs Inc 

Targetti USA LLC 

Tech Lighting 

Teron Lighting Inc. (TLD 

Thomas Lighting Canada 

Tivoli Industries Inc 

Translite Systems 

Trend Lighting 

TrimbleHouse Corp. 

Two Hills Studio, Inc 

2thousand Degrees 

Ultralights Architectural Lighting, 
Inc 

Urban Archaeology 

USA Illumination Inc., Reggiani 
Products 

Vibia USA 

Victorian Lighting Works 

Visa Lighting 

Voigt Lighting Industries Inc 

W.A.C. Lighting Co. 

Waldmann Lighting Co. 

Ward Industries 

Winona Lighting 

Yamagiwa USA Corp. 

YaYo! Designs, Inc. dba 
Luminations 

Zaneen Lighting Inc 

Ziggurat, David Baird 

Zumtobel Staff Lighting Inc 


INDOOR LUMINAIRES 


REPRODUCTION 


AAMSCO Lighting Inc 
American Period Lighting Inc 
Arroyo Craftsman 

Arte de Mexico 

Bieber Lighting Corp 

Brass Light Gallery, Inc. 
Buhl Electric Inc 

Classic Illumination, Inc. 
Conant Custom Brass, Inc. 
Coronet Chandelier Originals 


compan 


< 


Hydrel's M9000 Series Modular Ingrade lights 


Avante architectural indirect/direct fluorescent lighting 


Boulevard specification-grade cut-off area luminaire 


ofile 


Lithonia Lighting 


Lithonia Lighting, Conyers, GA, is North 
America’s largest manufacturer of lighting fix- 
tures. A unit of Atlanta-based National Service 
Industries, Inc., Lithonia has annual sales in 
excess of one billion dollars. 


Led by Jim McClung, President and CEO since 1976, 
Lithonia Lighting has nine manufacturing locations in the 
United States, three in Canada and two in Mexico; six dis- 
tribution centers, two regional warehouses and 17 field 
warehouses. The company is represented by an agency 
sales force of more than 1,000 with over 200 sales offices 
through the world, in addition to more than 5,500 men 
and women employed directly by Lithonia Lighting, 

Lithonia manufactures a wide array of indoor and 
outdoor products including: 

Fluorescent lighting — commercial, industrial, 

architectural and residential 

* Outdoor lighting — commercial and architectural 


* Indoor HID lighting — industrial, commercial 
and recreation 

* Downlighting and track — architectural 
and residential 

* Flexible wiring — relocatable, reusable systems 

* Emergency lighting and exits — emergency 
lighting and power systems, and exit signs 

* Controls systems — lighting control systems, 
including dimming and switching products 


In 1998, Lithonia acquired GTY Industries, Inc., a 
California-based architectural-grade lighting manufactur- 
er, known in the industry by its primary brand, Hydrel. 
Hydrel’s high-quality lighting fixtures for landscape, in- 
grade and underwater applications will strengthen 
Lithonia's growing package of outdoor lighting products. 


Сеше House 

Georgian Art Lighting Designs Inc 

Hammerworks 

JJI Lighting Group Inc 

ning Lighting 

Metropolitan Lighting/Camer Glass 
Lighting Corp 

Meyda fany 

The Mica Lamp Company 

Mountain Moose Design 

Nemco Architectural Lighting 

New Metal Crafts Inc 

New West Furniture 

iermann Weeks 

The Original Cast Lighting Inc 

Phoenix Day Co. 

Rambusch Lighting 

Rejuvenation Lamp & Fixture Co 

Royal Metal Products Inc 

Scott Architectural Lighting 

St. Louis Antique Lighting Co. 

Urban Archaeology 

Victorian Lighting Works 

Ward Industries 


INDOOR LUMINAIRES 


ROPE/TAPE/STRING 


American Lighting Inc 

American Permalight, Inc 

Ardee Lighting Inc 

Aura Lighting, Inc 

Automated Entertainment HD 
Dichroic 

BL Innovative Lighting 

Celestial Lighting 

Consolidated Display Co., Inc 

DMF Lighting 

Eurofase 

Flex-A-Lite West Inc 

Flex-Lite Inc 

House of Troy 

Idaho Wood 

JP Nolan & Co 

Kelsey-Kane Lighting Mfg. Co. 

Kingbright Corp. 

Kliegl Bros. Universal Electric Stage 

Lighting Co. Inc 

Light Design Systems 

Lightech Inc 

Lighting and Electronic Design, 
Inc 

Live Wire Ent., Inc. 

Lumi-Decor Inc. 

Lumisphere USA 

National Specialty Lighting Inc 

Nora Lighting 

Raylux, Inc 

Roberts Step-Lite Systems 

Roxter Lighting 

Sea Gull Lighting 

Tech Lighting 

Times Square Lighting Co. 

Tivoli Industries Inc 

Tokistar Lighting Inc 

ТРЕ Enterprises Ltd 

W.A.C. Lighting Co. 

Westek Lighting 

Wolic Inc 


INDOOR LUMINAIRES 
CEILING SURFACE 


DECORATIVE 


AAMSCO Lighting Inc 
ACC Lighting Systems Inc 
Access Lighting Corp. 


Advent Lighting 

Alico Industries Inc 

American Period Lighting Inc 

American Scientific Lighting Corp. 
(ASL) 

Ann Morris 

Anvil Arts 

Architectural Area Lighting 

Architectural Details, Inc 

Architectural Landscape Lighting 

Arroyo Craftsman 

Artcraft Lighting 

Arte de Mexico 

Artemide Inc 

Aura Lighting, Inc 

Baldinger Architectural Lighting 

Banci Spa 

Basic Source Inc 


Belfer Lighting 

Boyd Lighting Co. 

Brass Light Gallery, Inc 

Brass Reproductions 

Brownlee Lighting Inc 

Canplas Industries (Canlet) 

Celestial Lighting 

Charles Loomis Inc 

Cherry Tree Design, Inc 

Christopher Thompson Ironworks 

Classic Illumination, Inc 

CLI Fixtures 

Columbia Lighting 

Con-Tech Lighting (Conservation 
Technology Ltd.) 

Conant Custom Brass, Inc 

Contrast Lighting 

Cooper Lighting 

Corner Lamps 

Coronet Chandelier Originals 


Crystal Clear Lighting/Fifth Avenue 


Lighting 
D'ac Lighting 
Dainolite 
David D'Imperio Inc 
Davis/Muller Lighting 
Day-O-Lite Fluorescent Fixtures 
Design Guild 
Design Lighting Products Co 
Donovan Design Co. 
Dunsford 
Edison Price Lighting 
Estiluz Inc 
Eurofase 
Evergreen Lighting 
celite Inc 
F.A.D. Lighting 
Fire & Water Lighting 
Flos USA Inc 
Focal Point, LLC 
Forte Lighting 
Gem Monogram 
Genie House 
George Kovacs Lighting 
Georgian Art Lighting Designs Inc 
German Brown Illumination 
Glow Lighting 
Good Earth Lighting 
Grand Field Quality Lighting 
Greene's Lighting 
Gross Chandelier Co 
H.A. Framburg & Company 
Hadco 
Hammerworks 
Hampstead Inc 
Hetherington Industries Inc 
Hinkley Lighting 
Hinson & Company 
Hubbardton Forge 
Hubbell Lighting Inc 
Idaho Wood 
Illuminating Experiences Inc 


Incon Lighting Products Inc 
Invia Industries, Inc 

Itre USA Inc 

Janmar Lighting 


JJI Lighting Group Inc 


Johnson Art Studio 

Kichler Lighting 

Kirlin Company 

Kramer Lighting Inc 

LaMar Lighting 

Landmark Lighting 

Latigo Lights, Inc 

LBL Lighting/Prisma 

Leucos USA, Inc 

Lighting Sculptures Inc 

Lightolier 

Lightron of Cornwall, Inc, 

Lightsystems Technologies Corp. 

Lightway Industries 

Lithonia Lighting 

Los Angeles Lighting Mfg. Co. 

Lumetta 

Lumid Inc 

Manning Lighting 

Material Plane 

McFadden Lighting Co. Inc 

Metro Lighting & Crafts 

Metropolitan Lighting/Camer Glass 
Lighting Corp. 

Meyda Tiffany 

The Mica Lamp Company 

Mid-West Chandelier Co. 

Moore Lambert Lighting Inc 

Mountain Moose Design 

Murano Due 

Nemco Architectural Lighting 

Nessen Lighting 

New Metal Crafts Inc 

New West Furniture 

Northeast Lantern, Ltd. 

Norwell Manufacturing Co. Inc 

Nova Industries Inc. 

Omega Lighting/Thomas Lighting 

Orbit North America Ltd. 

The Original Cast Lighting Inc 

Ontek Lighting 

Paramount Industries, Inc 

Paul Sahlin Tiffany's 

Pennsylvania Globe Gaslight Co. 

Phoenix Day Co. 

Pioneer Lighting 

Portfolio/Brand of Cooper Lighting 

Poulsen Lighting Inc 

Prescolite Lighting 

Primelite Mfg. Corp. 

Progress Lighting 

Quoizel Inc 

Raylux, Inc. 

Rebelle Architectural Lighting 

Rejuvenation Lamp & Fixture Co. 

Renoma Lighting 

Roxter Lighting 

Royal Metal Products Inc 

Scangift Ltd 

Schonbek Worldwide Lighting Inc 

Scott Architectural Lighting 

Sea Gull Lighting 

Shaper Lighting 

SPI Lighting Inc 

SPJ Lighting 

St Louis Antique Lighting Co. 

Stone Mather Designs 

Stonegate Designs Inc 

Teron Lighting Inc. (TLD 

Thomas Lighting Canada 

Tivoli Industries Inc. 

Tokistar Lighting Inc 

Translite Systems 

Trend Lighting 

Two Hills Studio, Inc 

Ultralights Architectural Lighting 


Urban Archaeology 

USA Illumination Inc., Reggiani 
Products 

Vibia USA 


Visa Lighting 

W.A.C. Lighting Co. 

d Industries 

Wellmade Products 
Westerfield Co. 

Winona Lighting 

Wise Lights Manufacturing Inc. 
Zaneen Lighting Inc. 

Ziggurat, David Baird 
Zumtobel Staff Lighting Inc. 


INDOOR LUMINAIRES 
WALL SCONCES/BRACKETS 


DECORATIVE 


AAMSCO Lighting Inc. 

Abolite Lighting 

ACC Lighting Systems Inc 

Access Lighting Corp. 

Adesso Lighting 

Advent Lighting 

Alico Industries Inc 

American Fluorescent Corp. 

American Period Lighting Inc 

American Scientific Lighting Corp. 
(ASL) 

Ann Morris 

Anvil Arts 

ARC Manufacturing 

Architectural Area Lighting 

Architectural Details, Inc 

Ardron- 

Arroyo Craftsman 

Artcraft Lighting 

Arte de Mexi 

Artemide Inc. 

Baldinger Architectural Lighting 

Baldwin 

Banci Spa 

Basic Source Inc. 

Belfer Lighting 

Bernard Collin & Co. 

Boyd Lighting Co. 

Brass Light Gallery, Inc 

Brass Reproductions 

Brownlee Lighting Inc. 

Canplas Industries (Canlet) 

Casella 

Charles Loomis Inc, 

Cherry Tree Design, Inc 

Christopher Thompson Ironworks 

Classic Illumination, Inc 

CLI Fixtures 

Color Corp. 

Con-Tech Lighting (Conservation 
Technology Ltd.) 

Conant Custom Brass, Inc 

Cooper Lighting 

Corner Lamps 

Coronet Chandelier Originals 

Crystal Clear Lighting/Fifth Avenue 

Lighting 

/. Cole & Company Inc. 

Design Ine. 

D'ac Lighting 

Dainolite 

David D'Imperio Inc. 

Davis/Muller Lighting 

Derek Marshall Lamps & 
Accessories 

Design Guild 

Design Lighting Products Co. 

Donovan Design Co. 

Donovan Lighting Ltd. 

Dunsford 


E 
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THIS IS THE LIGHT THAT LIT THE LOUVRE 


What architectural masterpiece do you need to light? 


ble in the US. Utilizing a Xenon 


)0 hour lamp, this tiny fixture 
virtually disappears from sight when 
mounted to the face of a building. No 
more hot spots, no more blinding flood 
lights. At last, you can highlight the true 
architectural detail of a building with 


the perfect amount of light 


Distributed in the USA by 


LIGHT-PROJECT ines 


Visit our web page at http 


Duray Fluorescent Mfg. Co. 
EAL Lighting Corp. 

Eclipse Lighting Inc. 
Electrix Inc. 

Emess Lighting Inc. 

Estiluz Inc. 

Eurofase 

Evergreen Lighting 
Excelite Inc. 

F.A.D. Lighting 


Fail-Safe/Brand of Cooper Lighting 


Fire & Water Lighting 
Flos USA Inc. 

Focal Point, LLC 

Forte Lighting 

Galbraith & Paul 

Gem Monogram 

Genie House 

George Kovacs Lighting 


Georgian Art Lighting Designs Inc. 


GLC, Inc. 

Glow Lighting 

Good Earth Lighting 

Grand Field Quality Lighting 
Greene's Lighting 

Gross Chandelier Co. 

Н.А. Framburg & Company 
Hadco 

Hammerworks 

Hampstead Inc 

Hemera Products 
Hessamerica 

Hinkley Lighting 

Hinson & Company 
Holophane Corp. 
Hubbardton Forge 

Idaho Wood 

illuminating Experiences Inc 
Incon Lighting Products Inc. 
Industry + Design Light (IDL) 
Invia Industries, Inc 

Itre USA Inc. 

n s R Moder 

Janmar Lighting 

y Lighting Group Inc. 

Joan Sherman Decorative Arts 
Johnson Art Studio 
Kane-Shrader, Inc. 

Kichler Lighting 

Kim Lighting 

Kirlin Company 

Kramer Lighting Inc. 

Lam Lighting Systems Inc. 
LaMar Lighting 

Lamps by Hilliard 

Landmark Lighting 

Latigo Lights, Inc. 

LBL Lighting/Prisma 
Leucos USA, Inc. 
Lighting Sculptures Inc. 
Lightolier 

Lightron of Cornwall, Inc. 
Lightsystems Technologies Corp. 
Lightway Industries 

Litecontrol Corp 

Lithonia Lighting 

Lumec Design Inc. 

Lumenton Lighting 

Lumetta 

Lumid Inc. 

Luxo Corp. 

Manning Lighting 

Material Plane 

MaxLite 

McFadden Lighting Co. Inc. 
Metro Lighting & Crafts 


Metropolitan Lighting/Camer Glass 


Lighting Corp. 
Meyda Tiffany 
The Mica Lamp Company 
Modular International Inc. 


Moore Lambert Lighting Inc. 
Mountain Moose Design 
Murano Due 

Nature's Design 

Neidhardt 

Nemco Architectural Lighting 
Neo-Ray Lighting Inc. 

Nessen Lighting 

New Metal Crafts Inc. 

New West Furniture 
Niermann Weeks 

Northeast Lantern, Ltd. 
Norwell Manufacturing Co. Inc 
Nova Industries Inc. 

Orbit North America Ltd. 

The Original Cast Lighting Inc. 
Ortek Lighting 

Pam Morris Exciting Lighting 
Pemco Lighting Products, Inc 
Pennsylvania Globe Gaslight Co. 
Phoenix Day Co. 

Pioneer Lighting 


Portfolio/Brand of Cooper Lighting 


Poulsen Lighting Inc. 

Prescolite Lighting 

Primelite Mfg. Corp. 

Progi Lighting 

Quoizel Inc. 

Rambusch Lighting 

Raylux, Inc 

Rebelle Architectural Lighting 

Rejuvenation Lamp & Fixture Co. 

Remington Lamp 

Renoma Lighting 

Robern 

Roxter Lighting 

Royal Metal Products Inc 

Scangift Ltd 

Schonbek Worldwide Lighting Inc. 

Scott Architectural Lighting 

Sea Gull Lighting 

Shaper Lighting 

SPI Lighting Inc. 

SPJ Lighting 

St. Louis Antique Lighting Co 

Starfire Lighting Inc. 

Stone Mather Designs 

Stonegate Designs Inc. 

StoneLight Works 

Targetti USA LLC 

Tech Lighting 

Teron Lighting Inc. (TLD 

Thomas Lighting Canada 

Tivoli Industries Inc. 

Top Brass 

Translite Systems 

Trend Lighting 

TrimbleHouse Corp. 

Two Hills Studio, Inc. 

2thousand Degrees 

Ultralights Architectural Lighting 

Urban Archaeology 

Vibia USA 

Victorian Lighting Works 

Visa Lighting 

Visco, Inc. 

Voigt Lighting Industries Inc 

Waldmann Lighting Co. 

Ward Industries 

sterfield Co. 

Wildwood Lamps & Accents 

Winona Lighting 

Wise Lights Manufacturing Inc 

Yamagiwa USA Corp. 

YaYo! Designs, Inc. dba 
Luminations 

Zaneen Lighting Inc. 

Ziggurat, David Baird 

Zumtobel Staff Lighting Inc. 


INDOOR LUMINAIRES 


TABLE/FLOOR LAMPS 


Access Lighting Corp. 

Adesso Lighting 

Adjustable Fixture Co. 

Altamira Lighting 

Angelika Traylor 

Ann Morris 

Anvil Arts 

Architectural Details, Inc 

Arroyo Craftsman 

Art Specialty Co. 

Artcraft Lighting 

Arte de Mexico 

Artemide Inc. 

AWXCO 

Baldinger Architectural Lighting 

Baldwin 

Banci Spa 

Basic Sour 

Bear Grass Studios 

Bernard Collin & Co. 

Boyd Lighting Co. 

Brass Light Gallery, Inc 

Brass Reproductions 

British Designs 

C.P. Lighting Inc. 

CAL Lighting 

Carl Close Jr Hammersmiths 

Casella 

rles Loomis Inc. 

Tree Design, Inc 

Christopher Thompson Ironworks 

Classic Illumination, Inc 

Conant Custom Brass, Inc. 

Coronet Chandelier Originals 

Crystal Clear Lighting/Fifth Avenue 
Lighting 

Crystal Farm 

Dainolite 

Dale Tiffany, Inc. 

David D'Imperio Inc 

Dazor Mfg. Corp. 

Design Guild 

Design Lighting Products Co. 

Deszign Inc. 

Dez Ryan Studio 

Donovan Design Co. 

Donovan Lighting Ltd 

Dunsford 

Electrix Inc 

Emess Lighting Inc. 

Emily McLennan 

Erco Lighting 

Estiluz Inc. 

Eurofase 

F.A.D. Lighting 

Fire ‘ater Lighting 

Flos USA Inc. 

Fontana Arte spa 

Fontana Arte USA Inc 

Frederick Cooper 

Fredrick Ramond Inc. 

Fusionart 

Galbraith & Paul 

Genie House 

George Kovacs Lighting 

German Brown Illumination 


Global Lighting/New York Lights Inc. 


Grand Field Quality Lighting 
H.A. Framburg & Company 
Hampstead Inc. 

Hinkley Lighting 

Hinson & Company 

House of Troy 

Hubbardton Forge 

Idaho Wood 

Illuminating Experiences Inc. 
Independent Vision 


Industry + Design Light (IDL) 
Itre USA Inc. 

JADH Studio 

James R Moder 

JJI Lighting Group Inc. 

Joan Sherman Decorative Arts 
Johnson Art Studio 

Kichler Lighting 

The Laity & Miller Company 
Lamps by Hilliard 

Landmark Lighting 

LBL Li; hting Prisma 


Sculptures Inc. 

Littlite/CAE, Inc. 

Lotton Art Glass 

Lucifer Lighting Co. 

Lucy Cope Designs 

Lumec Design Inc 

Lumetta 

Lumid Inc. 

Luxo Corp. 

MaxLite 

McGuire 

Metalbrix USA Inc. 

Metro Lighting & Crafts 

Meyda Tiffany 

The Mica Lamp Company 

Mitrani & Co. 

Mountain Moose Design 

Murano Due 

Nature's Design 

Neidhardt 

Nemco Architectural Lighting 

Nessen Lighting 

New West Furniture 

Niedermaier 

Niermann Weeks 

Norwell Man uring Co. Inc. 

Paul Sahlin Tiffany's 

Phoenix Day Co. 

Poulsen Lighting Inc. 

PowerLux Corporation 

Progress Lighting 

Pryor Lighting Corporation 

Pucci International Ltd. 

Quoizel Inc. 

Rejuvenation Lamp & Fixture Co. 

Reliance Lamp Company 

Remington Lamp 

Roxter Lighting 

Royal Metal Products Inc. 

Ruth Vitow Inc. 

Scangift Ltd. 

Schonbek Worldwide Lighting Inc 

Scott Architectural Lighting 

Gull Lighting 

Designs, LLC 

Special FX Lighting Inc. 

St. Louis Antique Lighting Co. 

Stone County Ironworks 

Stonegate Designs Inc. 

StoneLight Works 

Sunnex Inc. 

Tech Lighting 

Top Brass 

Toronto Art Lamp 

2thousand Degrees 

U.S. Way Lighting Equipment 

Ultralights Architectural | 

LightingUrban Archaeology 

Vibia USA 

Lighting 

Waldmann Lighting Co. 

Wildwood Lamps & Accents 

The William Morris Studio 

Winona Lighting 

Yamagiwa USA Corp. 

YaYo! Designs, Inc. dba 
Luminations 


compan 
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JJI Lighting Group, Inc. 


Since its metamorphosis from Jac Jacobsen Industries, Inc. in 1990, JH, 
more than any single lighting manufacturer, has built its business by 
meeting the needs of professional lighting designers by providing inte- 
rior and outdoor lighting, commercial, industrial and institutional light- 
ing and standard and “built-to-specification” product. This has proved 
successful for lighting designers—and for JJI. Strategic acquisitions of 
established independent lighting manufacturers, who are favorably 
positioned for accelerated growth in specific niche markets, have 
allowed JJI to provide more quality products to more specifiers 
throughout North America and even internationally 

Affiliation with the JJI Lighting Group, Inc. has given modest-sized 
lighting manufacturers the market presence, productivity gains and 
product line optimization of a lange organization, while maintaining 
specialization and superior customer service. With 15 operating sub- 
sidiaries, JJI is one of the nation’s largest, fastest-growing manufactur- 
ers of specification-grade lighting products for a multiplicity of con- 
temporary energy-efficient applications 

Subsidiaries of the JJI Lighting Group include 
Architectural Landscape Lighting — manufacturer of a wide array 
of pedestrian-scale outdoor and landscape area lighting fixtures 
Alkco Lighting — manufacturer of undercabinet lighting, medical 
lighting, exit and directional signage 
Ardee Lighting — manufacturer of indoor and outdoor low-voltage 
lighting 
d'ac Lighting and Nessen Lighting — manufacturers of original- 
design decorative residential and commercial accent lighting 
Guth Lighting and Morlite Systems — manufacturers of lighting for 
"demanding" and “hostile” environments. Guth specializes in lighting 
for laminar-flow clean rooms, laboratories, corrosive applications and 
food processing areas. Morlite specializes in security lighting, vandal- 
prone and correctional facilities 
-hessamerica — a joint venture with Hess Form+Licht of Germany, 
specializing in highly architectural exterior area lighting 
High-Lites — multinational manufacturer of 4,000 catalogued lighting 
fixture designs and 7,000 lighting-system components 
LAM Lighting — the nation's premier manufacturer of ambient indi- 
rect lighting systems 
Metrolux Lighting and Quality Lighting — Quality's emphasis is on 
photometrically-efficient lighting for larger-scale outdoor commercial 
areas, including roads, parking lots, storage facilities and garages. 
Metrolux focuses on D.O.T. roadway route and signage fixtures, 
underpass and tunnel lighting and no-glare billboard luminaires 
Specialty Lighting — custom lighting for residential and contract fur- 
niture and cabinet manufacturers; display and task lighting; electrical 
power and communications wiring harnesses 
Vista Lighting — office, hospitality and healthcare lighting 


INDOOR LUMINAIRES 
FLUORESCENT SURFACE Li 


Litec 


ACC Lightir 
Alexandra 
American Fluc 
American Scientific Lighting Corp 
(ASL) 


McFadden Lig 


MetalOpi 


CD Lighting, Inc 
Celestial Lighting 
CLI Fixtures 


Da 
Dabmar 
Dainolite Kurtzon Lighting 


Rebelle Arc 
Reflect-A-Light Inc 


т Lighting Inc tural Lighting 


Renova 
Scott Arc 
Sea Gull 
Silica Vacuu 


SPI 


ural Lighting 


Starf 


Stone Mather Designs 
TechBrite 
Teron Lighting Inc. (TLD 


Thin-Lite Cc 


Waldmann 
Ward 
Wellm 
West 
WILA z Inc 

Wise Lights Manufacturing Inc 
Wismarq Light Company Inc 

Zumtobel Staff Lighting Inc 


INDOOR LUMINAIRES 


WORKSTATION PORTABLE 


Art Specialty Co. 
Artemide Inc 


www.lightsearch.com 


Why do more lighting specifiers make inter.Lighte their first stop on the web? 


No other search tool puts over 


3400 lighting companies at your 
fingertips. 


No other search tool gives you a 
database with query options 
designed for professional specifiers. 


Nowhere else can you view products 


"nen. Пиза Ру, Dues De. Du 
———— M 


and order literature directly from 


search results. 


It's free. It's fast. It’s the way the web should be! 


Also, check out the leading lighting design site at www.qualitylight.com 


ОП 


Bruck Lighting USA 


Bruck is a leader in innovative enterprises in the area of low- 
voltage halogen cable and track systems. Pioneer of a new 
approach to design, Bruck has been a developer and promoter 
of new standards in aesthetics, product quality and safety, 


Low-voltage halogen systems have evolved into a highly demand- 
ed form of lighting finding extensive and varied applications, Bruck 
Lighting provides a high diversity of product styles, which facilitate 
both discreet highlighting within an architectural frame and the vibrant 
illumination of the room. 

Bruck Lighting offers seven low-voltage systems. Among the most 
popular are: 

Flex-Line — The only completely flexible two-circuit track system 
on the market today. Able to make very small curves to fit virtually 
any design whim, the system's two circuits allow for twice the v "attage 
within the same space than single-circuit systems. 

V/A — The track, consisting of two hollow copper tubes with pla 
tic insulation, can both change direction and elevation by the use of 
different track connectors. Decorative and accent fixtures easily clamp 
on the track 

High-Line — Bruck Lighting is the co-creator of the wo-wire cable 
system. Applications include wall to wall, wall to ceiling and ceiling to 
ceiling. 

Shou — Designed for the two-wire cable system, Bruck has uti- 
lized matte aluminum, hand-crafted cherry colored wood and white 
opaque cased glass for this unique new line. Shou fixtures create soft, 
ambient illumination. Ideal for traditional or contemporary settings. 

Uni-Lights — Nearly all Bruck Lighting fixtures are now available 
with a universal plug-in connector. This means pendant, spot and 
accent fixtures can be used with any one of the seven Bruck systems 
by the use of the track/fixture adapter or as Mono-Points. 

Besides the system decision, the design decision is now becoming 
increasingly important. Fixtures still remain the most important ele- 
ment of design. Openness and variability of Uni-Lights give freedom 
for decisions, in which the possibilities for variation are unlimited. 

Bruck's extensive experience and success in Europe usher in a 
new era for lighting in America. Bruck has established a sister com- 
pany in North America to better serve customers, We now stock 
product and have complete technical and customer service offices in 


Southern California. Bruck Lighting Systems proudly offers the high- 
est quality, German engineered and manufactured, original designs 
available today. 


compan 1071; 


Wide-Lite 


Wide-Lite is a manufacturer of specification-grade HID lumi- 
naires and controls systems for a variety of architectural, 
commercial and industrial applications. Manufactured in a 
World Class, ISO 9001-Certified facility, Wide-Lite's products 
are renowned for superior performance, durability and effi- 
ciency tbat is backed by tbe industry's only five-year, full-fix- 
ture warranty. 


Creator of the first HID floodlight, Wide-Lite spawned a whole 
new industry over 40 years ago. Since then, Wide-Lite has become 
the holder of over 125 patents, making the Wide-Lite name synony 
mous with innovation, invention and leading-edge technology. As 
ystems, Wide-Lite is known 


the leader in HID lighting and controls 
worldwide for the success of our products’ high performance and 


durability. 

New and greater requirements continue to be placed upon HID 
lighting. Aesthetics, efficiency and light trespass are just some of 
today's concerns. These, along with future demands, challenge every 
aspect of fixture design and performance. 

Wide-Lite's unique design criteria yield luminaires that comple- 
ment many architectural settings, provide the widest variety of opti 
cal choices and combine with an almost limitless selection of mount 
ing options. From high school gymnasiums to NBA arenas, from 
retail malls to bridges, from monuments to stately facades, Wide- 
Lite's products continue to set new standards for optical perfor 


mance, structural integrity and application flexibility 


Wide-Lite uses only premium material and components in the 
construction of all of our fixtures, To further assure optimum opera- 
tion and durability, our products are 100% tested during assembly, 
However, this attention to detail is not enough. Wide-lite promises 
its dedication to performance by providing the industry's only five: 
year, full fixture warranty 

In addition, Wide-Lite is proud to be on the leading-edge of qual- 
ity assurance, signified by our ISO 9001 certification. We chose to 
qualify for the 9001 designation, even though it is the more rigorous 
of the certifications, because it includes the product design process. 
We feel that design must be included to absolutely ensure our cus- 
tomers of the best possible quality and service. Along with our five- 


year, fullfixture warranty, and our practice of World Cla 


Manufacturing techniques, the ISO 9001 certification proves Wide- 
Lite's commitment to exceeding our customers' expectations 

Wide-Lite's HID architectural luminaires are truly designed for the 
specifier who will not accept compromises. 


Baldinger Architectural Lighting 

Bartco 

Bernard Collin & Co 

Boyd Lighting Co 

Dainolite 

David D'Imperio Inc 

Day-Brite Lighting (Day-Brite, 
McPhilben, Matrix) 

Dazor Mfg. Corp. 

Dunsford 

Duro-Lite Lighting 

Electrix Inc 

Elliptipar Inc 

Emess Lighting Inc 

Erco Lighting 

Estiluz Inc 

Eurofase 

Flos USA Inc 

Garcy/SLP 

George Kovacs Lighting 

Hafele America Co. 

Hasco Electric 

Invia Industries, Inc 

[Л Lighting Group Inc 

Jolt Lighting Inc 

LaMar Lighting 

Littlite/CAE, Inc 

Los Angeles Lighting Mfg. Co. 

Luxo Corp. 

Moffatt Products Inc 

Neo-Ray Lighting Inc 

Nessen Lighting 

Phoenix Products Company Inc 

Pure! 

Quoizel Inc 

Roxter Lighting 

Satco Products Inc 

Sea Gull Lighting 

Sunnex Inc 

Swivelier 


e, Systematix Inc 


Thomas Lighting Canada 
Tivoli Industries Inc 
Iranslite Systems 


U.S. Way Lighting Equipment 
Waldmann Lighting Co. 
Westek Lighting 

Wiko Ltd. 


INDOOR LUMINAIRES 


THEATER/FILM/TY 


^.C.T. Enterprises, Inc 

Aluma Tower Co., Inc 

Aura Lighting, Inc 

Automated Entertainment HD 


Dichroic 

Brightline 

Buhl Electric Inc 

CCI 

Celestial Lighting 

Color Corp. 

Color Kinetics Incorporated 

Colortran, Division of NSI 
Corporation 

Constantine N. Polites & Co 

D'ac Lighting 

DeSisti Lighting 

Diversitronics Inc 

Eide Industries Inc 

Electronic Theatre Controls, Inc 

Future Light Inc 

GAMproducts Inc 


George R Snell Associates Inc 
Hiett Dezigns 

High End Systems, Inc 
Kingbright Corp 

Lehigh Electric Products Co. 
Light Design Systems 


Lighting and Electronic Design, Inc 
Lighting Sculptures Inc 
Lighting Services Inc 
Littlite, ‚ Inc 

Meteor Light & Sound Co. 
Penn Fabrication Inc 
Primelite Mfg. Corp. 
Rip-Tie Inc 

Smith Victor Corp. 
Special FX Lighting Inc 
Tek Lighting Corp 
Theatre Effects, Inc 
Times Square Lighting Co 
TPR Enterprises Ltd 
Union Connector 
Versatruss 

Victory Battery Co. 
Videssence Inc 

Wildfire Inc 


INDOOR LUMINAIRES 


TRACK 


Access Lighting Corp 

Alexandra Lighting Systems, Inc 
Alfa 12V, Inc 

Alico Industries Inc 

Amerlux Lighting Systems 
Ardee Lighting Inc 

Artemide Inc 

Bartco 

Best Lighting Products 

Capri Lighting/Thomas Lighting 
Charles Loomis Inc 


Color Corp. 

Con-Tech Lighting (Conservation 
Technology Ltd.) 

Cooper Li 

DMF Light 

Dunsford 

Edison Price Li 


ghting 


ing 


15 
ng Products 


Engineered Li 

Erco Lighting 

Eurofase 

F.A.D. Lighting 

Flos USA Inc 

Helios Lighting Ltd. 

Hubbell Lighting Inc 

Illuminating Experiences Inc 

Industry + Design Light (IDL) 

Indy Lighting Inc 

Inlite Corp. 

Inter Global 

Janmar Lighting 

Juno Lighting Inc 

Kaltek, Inc./Nordic Aluminum 

Kramer Lighting Inc 

LBL Lighting/Prisma 

Light Waves Concept, Inc 

Lighting Sculptures Inc 

Lighting Services Inc 

Lighting Technological Innovations, 
Inc 

Lightolier 

Lightron of Cornwall, Inc 

Lightsystems Technologies Corp 

Lithonia Lighting 

Lumatech Corporation 

Lumid Inc 

Modular International Inc 

National Specialty Lighting Inc 

Nora Lighting 

Ortek Lighting 

Prescolite Lighting 

Progress Lighting 

Rambusch Lighting 

Raylux, Inc 

Roxter Lighting 


New Books from 
Architectural Lighting Magazine 


Fiber-Optic Lighting: 
A Guide for Specifiers 
Russell L. DeVeau 


This new text provides technical 


of fiber-optic lighting—covering ne een 


and practical fundamentals regard- 


ing the technology and specification 


components, systems, principles of 
operation and more. One of the first 


clear and comprehensive books on 


the subject, it is sure to be a valu- M oie 
able reference on this dynamic 

emerging technology. 

ISBN: 1-57730-525-6, $50.00, app. 175 pages, 


illustrated 


Revolution in Lamps: 
A Chronicle of 50 Years of 
Progress 


Raymond Kane & Heinz Sell, editors 

This new book offers a historical 
overview of the development of 
the light source from World War Il 
to the present. Written by some 
of the engineers who worked for 
leading lamp companies during 
this time, it provides a fascinating 
and informative look inside the 
lamp industry and offers insight 
into the future of lighting. 

ISBN: 1-57730-125-0, $75.00, 
295 pages, illustrated 


Order today hy calling (800) 444-4881! 


Customer service lines are open 8 a.m. - 5 p.m. CST. 


Ruud Lighting 


Sea Gull Lighting 
Swivelier 
Targetti USA LLC 


h Lighting 

Thomas Lighting Canada 

Times Square Lighting Co 

Translite Systems 

USA Illumination Inc 
Products 

W.A.C, Lighting Со 

Zumtobel Staff Lighting Inc 


Reggiani 


INDOOR LUMI 


FLUORESCENT TROFFERS 


Atlite/Brand of Cooper Lighting 

Axis Lighting, Inc 

Brass Light Gallery, Inc 

Lighting, Inc 

lestial Lighting 

umbia Lighting 

Cooper Lighting 

Day-Brite Lighting (Day-Brite, 
McPhilben, Matrix) 

Day-O-Lite Fluorescent Fixtures 

Duray Fluorescent Mfg. Co. 

inerex Technology 

ngineered Lighting Products 

Focal Point, LLC 

FSC Lighting 

Guth Lighting 

H.E. Williams Inc 

Harris Lighting Systems 

Hasco Electric 

Helios Lighting Ltd 

Hetherington Industries Inc 

Holophane Corp 

Hubbell Lighting Inc 

Innolux Lighting Corp. 

Kurtzon Lighting 

LaMar Lighting 

Legion Lighting Co. Inc 

Lightolier 

Lightron of Cornwall, Inc 

Lightsystems Technologies Corp. 

Lithonia Lighting 

Los Angeles Lighting Mfg. Co. 

Lumax Industries Inc 

MagniFlood Inc 

MetalOptics Inc. 

Mid-West Chandelier Co 

Neo-Ray Lighting Inc 

NuArt, A Public Access Lighting 
Company 

Paramount Industries, Inc 

Pemco Lighting Products, Inc 

PFO Lighting Inc 

Pioneer Lighting 

Reflect-A-Light Inc 

Renova 

Scott Architectural Lighting 

Sea Gull Lighting 

Starfire Lighting Inc 

TechBrite 

Thomas Lighting Canada 

Visioneering Corp. 

Wellmade Products 

Wise Lights Manufacturing Inc 

Wismarq Light Company Inc 

Zumtobel Staff Lighting Inc 


INDOOR LUMINAIRES 


UNDERCABINET 


AAMSCO Lighting Inc 

Access Lighting Corp. 

Alexandra Lighting Systems, Inc 

Alico Industries Inc 

Alkco Lighting 

American Fluorescent Corp. 

American Lighting Inc 

American Scientific Lighting Corp. 
(ASL) 

Ardee Lighting Inc 

Ardron-Mackie Ltd. 

Ark Lighting 

Art Specialty Co. 

Aura Lighting, Inc 

Axis Lighting, Inc 

Bartco 

Belfer Lighting 

Birchwood Lighting, Inc 

Celestial Lighting 

Color Corp 

Columbia Lighting 

Con-Tech Lighting (Conservation 
Technology Ltd.) 

Contrast Lighting 

Cooper Lighting 

C.W. Cole & Company Inc 

Dainolite 

Day-Brite Lighting (Day-Brite. 
McPhilben, Matrix) 

Day-O-Lite Fluorescent Fixtures 

Dazor Mfg. Corp. 

DMF Lighting 

Duray Fluorescent Mfg. Co. 


Eurofase 

Evergreen Lighting 

Fail-Safe/Brand of Cooper Lighting 

FSC Lighting 

Garcy/SLP 

Good Earth Lighting 

Hafele America Co. 

Hasco Electric 

Hetherington Industries Inc 

House of Troy 

Hubbell Lighting Inc 

Incon Lighting Products Inc 

Inter Global 

Juno Lighting Inc 

Kramer Lighting Inc 

Lake Power Systems 

LaMar Lighting 

LC Doane Company 

Legion Lighting Co. Inc 

Lighting and Electronic Design 
Inc 

Lightly Expressed Ltd. 

Lightolier 

Lightworks 

Litecontrol Corp. 

Lithonia Lighting 

Los Angeles Lighting Mfg. Co. 

Lucifer Lighting Co. 

MetalOptics Inc. 

Mid-West Chandelier Co. 

National Specialty Lighting Inc 

Neo-Ray Lighting Inc 

Nora Lighting 

Ortek Lighting 

PFO Lighting Inc. 

Pioneer Lighting 

Progress Lighting 

Promolux 

Purelite, Systematix Inc 

Radionic Industries Inc 

Raylux, Inc 

Renova 

Roxter Lighting 


Satco Products Inc 

Sea Gull Lighting 

Starfire Lighting Inc 

Stone Mather Designs 

Task Lighting Corp. 

Tech Lighting 

Thomas Lighting Canada 

Tivoli Industries Inc 

Tokistar Lighting Inc 

U.S. Way Lighting Equipment 

USA Illumination Inc., Reggiani 
Products 

W.A.C. Lighting Co. 

Wellmade Products 

Westek Lighting 

Wise Lights Manufacturing Inc 

Wolic Inc 


INDOOR LUM 


VANITY 


AAMSCO Lighting Inc 

Access Lighting Corp. 

Alexandra Lighting Systems, Inc 

Alico Industries Inc 

Alkco Lighting 

American Fluorescent Corp. 

American Scientific Lighting Corp. 
(ASL) 

Ark Lighting 

Artcraft Lighting 

Baldinger Architectural Lighting 

Bartco 

Brass Light Gallery, Inc 

Casella 

zelestial Lighting 

jassic Illumination, Inc 


Coronet Chandelier Originals 

Crystal Clear Lighting/Fifth Avenue 
Lighting 

C.W. Cole & Company Inc 

Duray Fluorescent Mfg. Co. 

Emess Lighting Inc 

Estiluz Inc 

Eurofase 

Evergreen Lighting 

Excelite Inc 

F.A.D. Lighting 

Flos USA Inc 

Forte Lighting 

FSC Lighting 

Good Earth Lighting 

Grand Field Quality Lighting 

Hammerworks 

Hasco Electric 

Hemera Products 

Hinkley Lighting 

Idaho Wood 

Illuminating Experiences Inc 

Incon Lighting Products Inc 

Janmar Lighting 

JJI Lighting Group Inc 

Kichler Lighting 

LaMar Lighting 

Legion Lighting Co. Inc 

Lightolier 

Lightway Industries 

Lightworks 

Lithonia Lighting 

Los Angeles Lighting Mfg, Co. 

Metropolitan Lighting/Camer Glass 
Lighting Corp. 

Mid-West Chandelier Co. 

Mountain Moose Design 

Nessen Lighting 

Nova Industries Inc. 

Ortek Lighting 

Phoenix Day Co. 


Pioneer Lighting 

Progress Lighting 

Quoizel Inc 

Raylux, Inc 

Robern 

Scangift Ltd 

Scott Architectural Lighting 
Sea Gull Lighting 

Shaper Lighting 

Starfire Lighting Inc 

Stone Mather Designs 
Stonegate Designs Inc. 
Thomas Lighting Canada 
Two Hills Studio, Inc. 

U.S. Way Lighting Equipment 
Westerfield Co 

Wise Lights Manufacturing Inc 


INDOOR LUMINAIRES 


WALLWASHERS 


ACC Lighting Systems Inc 

Alexandra Lighting Systems, Inc 

Amerlux Lighting Systems 

Ann Morris 

Ardee Lighting Inc 

Ardron-Mackie Ltd 

Ark Lighting 

Arroyo Craftsman 

Atlite/Brand of Cooper Lighting 

Bartco 

Bega/US 

Belfer Lighting 

Bernard Collin & Co. 

Brass Light Gallery, Inc. 

Capri Lighting/Thomas Lighting 

CD Lighting, Inc 

Celestial Lighting 

Color Corp. 

Color Kinetics Incorporated 

Columbia Lighting 

Con-Tech Lighting (Conservation 
"Technology Ltd.) 

Contrast Lighting 

Cooper Lighting 

Day-O-Lite Fluorescent Fixtures 

Designplan Lighting Inc 

DMF Lighting 

Edison Price Lighting 

iptipar Inc 

Engineered Lighting Products 

o Lighting 

rofase 

Focal Point, LLC 

Forum Inc 

Group One, Ltd. 

H.E. Williams Inc 

Hadco 

Hampstead Inc 

Harris Lighting Systems 

Helios Lighting Ltd. 

Hemera Products 

Holophane Corp 

Hubbell Lighting Inc 

Idaho Wood 

Illuminating Experiences Inc. 

Incon Lighting Products Inc. 

Industry + Design Light (IDL) 

Indy Lighting Inc 

Iris Lighting Systems/Brand of 
Cooper Lighting 

Janmar Lighting 

Juno Lighting Inc 

Kirlin Company 

Kramer Lighting Inc. 

Kurt Versen Company 

LaMar Lighting 

Ledalite Architectural Products Inc 


Lightech Inc 
Lighting Services Inc 
Lighting Source, Inc 
htolier 
htron of Cornwall, Inc 
Lightsystems Technologies Corp 
Lightworks 
Litecontrol Corp. 
Lithonia Lighting 
Lumatech Corporation 
MagniFlood Inc 
Martin Professional, Inc 
MetalOptics Inc 
Mid-West Chandelier Co 
Modular International Inc 
Murano Due 
Neo-Ray Lighting Inc 
Nora Lighting 
NuArt, A Public Access I 
Company 
a Lighting/Thomas Lighting 
Ortek Lighting 
Portfolio/Brand of Cooper Lighting 
Poulsen Lighting Inc 
Prescolite Lighting 
Primelite Mfg. Corp. 
Progre 
Quoizel I 
Rambusch Lighting 
Rebelle Architectural Lighting 
Reflect-A-Light Inc 
Ruud Lighting 
Sea Gull Lighting 
Starfire Lighting Inc 
Sure-Lites/Brand of Cooper 
Lighting 
getti USA LLC 
Tech Lighting 
aomas Lighting Canada 
mes Square Lighting Co 
Translite Systems 
USA Illumination Inc., Reggiani 
Products 
Voigt Lighting Industries Inc 


Zumtobel Staff Lighting Inc 


OUTDOOR LUMINAIRE 
FLOOD 


ABS Lighting 
Acculite Mfg. Inc 
ADRA Electric Products Inc 
Aero Thermic Shields 
Alpan, Inc 
American Scientific Lighting Corp 
CASL) 
Architectural Landscape Lighting 
B-K Lighting Inc 
Bega/US 
Bieber Lighting Corp. 
Brownlee Lighting Inc 
C.E.W, Lighting, Inc./Spartan 
Canplas Industries (Canlet) 
harles Loomis Inc 
JLI Fixtures 


Erco Lighting 
Eurofase 


Holophane Cc 

Hubbell Lighting Inc 

Idaho Wood 

Incon Lighting Products Inc 

Inter Global 

Jackson Power & Electric Ltd 

Janmar Lighting 

Keene-Widelite 

Kelsey-Kane Lighting Mfg. Co. 

Kichler Lighting 

Killark Electric Mfg. Co./subsidiary 
of Hubbell 

Kim Lighting 

Kramer Lighting Inc 

Lightron of Cornwall, Inc 

Lightsystems Technologies Corp. 

Lightway Industries 

Lithonia Lighting 

Lumark/Brand of Cooper Lighting 

Lumatech Corporation 

MagniFlood Inc 

McGraw-Edison/Brand of Cooper 
Lighting 

MetroLux Lighting 

Mid-West Chandelier Co. 

Moldcast Lighting 

Night-Hawk Lighting Products Inc 

PEL-LAB Research Ltd 

PFO Lighting Inc 

Phoenix Products Company Inc 

Powerlite Inc 

Progress Lighting 

Qualite Sports Lighting, Inc 

Quality Lighting 

Regent Lighting Corporation 

Ruud Lighting 

Sea Gull Lighting 

Sentry Electric Corp. 

Spaulding Lighting Inc 

SPI Lighting Inc 

Sterner Lighting Systems, Inc 

Swivelie 

Tele-Lite, Inc 

Teron Lighting Inc. (TLI) 

Visioneering Corp. 

Vista Professional Outdoor 
Lighting 

Westerfield Co. 

Wide-Lite 

Wildfire Inc 


OUTDOOR LUMINAIRES 
LOW MOUNT/GROUND 


ABS Lighting 

ADRA Electric Products Inc 

American Scientific Lighting Corp. 
(ASL) 

Architectural Area Lighting 


se' lux 


Light. Ideas. Systems. 


Color Corp. Architectural Details, Inc 
Cooper Lighting Architectural Landscape Lighting 
CopperMoon, Inc Ardee Lighting Inc 
Dabmar Arroyo tsman 
Day-Brite Lighting (Day-Brite Artemide Inc 

McPhilben, Matrix) B-K Lighting Inc 
Designplan Lighting Inc Bega/US 


Manufacturer of high quality 
interior and exterior architectural 
lighting systems for 50 years. 


hing: Corp Bieber Lighting Corp SELUX Corporation 3 Lumen Lane, Highland, NY 12528 
Benas Light Gallem, f tel: (914) 691-7723 / fax: (914) 691-6749 


CLI Fixtures 


E-mail: seluxus @selux.com / Web site: www.selux.com 
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Color Corp. 

Color Kinetics Incorporated 

Cooper Lighting 

CopperMoon, Inc. 

C.W. Cole & Company Inc. 

D'ac Lighting 

Dabmar 

Designplan Lighting Inc 

EAL Lighting Corp. 

Elliptipar Inc 

Emergi-Lite Inc. 

Emergi-Lite, Ltd. 

Engineered Lighting Products 

Erco Lighting 

Eurofase 

Evergreen Lighting 

Fail-Safe/Brand of Cooper Lighting 

Focus Industries Inc. 

Forum Ine. 

Genie House 

Greenlee Lighting LP 

Hadco 

lammerworks 

Hanover Lantern Inc 

Hessamerica 

Holophane Corp. 

Hubbell Lighting Inc 

Idaho Wood 

Incon Lighting Products Inc. 

JJ Lighting Group Inc. 

Johnson Art Studio 

Keene-Widelite 

Kelsey-Kane Lighting Mfg. Co. 

Kichler Lighting 

Kim Lighting 

Kramer Lighting Inc 

LaMar Lighting 

Latigo Lights, Inc. 

Lightsystems Technologies Corp. 

Lightway Industries 

Lithonia Lighting 

Lucifer Lighting Co. 

Lumark/Brand of Cooper Lighting 

Lumiere/Brand of Cooper Lighting 

Luminis LC/Lutrex 

MagniFlood Inc. 

McGraw-Edison/Brand of Cooper 
Lighting 

Night-Hawk Lighting Products Inc 

Paramount Industries, Inc. 

PEL-LAB Research Ltd. 

Pemco Lighting Products, Inc 

Phoenix Products Company Inc 

Pop Light 

Poulsen Lighting Inc. 

Powerlite Inc. 

Progress Lighting 

Quality Lighting 

Rebelle Architectural Lighting 

Regent Lighting Corporation 

Ruud Lighting 

Sea Gull Lighting 

Selux USA Corporation 

Shaper Lighting 

Spaulding Lighting Inc. 

SPI Lighting Inc. 

SPJ Lighting 

Sterner Lighting Systems, Inc 

Sun Valley Lighting Inc. 

Two Hills Studio, Inc. 

USA Illumination Inc., Reggiani 
Products 

Visioneering Corp. 

Vista Professional Outdoor 
Lighting 

Westerfield Co. 

Yosgad Lighting Industries Inc. 


OUTDOOR LUMINAIRES 


POST/POLE 


Abolite Lighting 

ADRA Electric Products Inc 

American Period Lighting Inc. 

American Scientific Lighting Corp. 
(ASL) 

Ann Morris 

Architectural Area Lighting 

Architectural Details, Inc. 

Architectural Landscape Lighting 

Ark Lighting 

Arroyo Craftsman 

Artcraft Lighting 

Arte cle Mexico 

Artemide Inc 

Baldwin 

Bega/US 

Bieber Lighting Corp. 

Brandon Industries Inc 

Brownlee Lighting Inc 

C.E.W, Lighting, Inc./Spartan 

Charles Loomis Inc 

Charleston Lighting & 
Manufacturing Inc 

CLI Fixtures 

Conant Custom Brass, Inc 

Cooper Lighting 

CopperMoon, Inc 

Dabmar 

AL Lighting Corp. 

ptipar Inc. 

mergi-Lite Inc 

Yergi-Lite, Ltd 

Rel Energy Corp. 

ergreen Lighting 

‘ocus Industries Inc 

Forte Lighting 

Genie House 

Hadco 

Hammerworks 

Hanover Lantern Inc 

Heritage Casting & Ironworks Ltd. 

He: nerica 

Hinkley Lighting 

Holophane Corp. 

Hubbell Lighting Inc 

Idaho Wood 

Incon Lighting Products Inc 

Inter Global 

Jackson Power & Electric Ltd. 

JJI Lighting Group Inc. 

Johnson Art Studio 

Keene-Widelite 

Kim Lighting 

King Luminaire Co. Inc 

Kramer Lighting Inc 

Latigo Lights, Inc 

Lightway Industries 

Lithonia Lighting 

Lumark/Brand of Cooper Lighting 

Lumenton Lighting 

Lumid Inc 

Luminis LC/Lutrex 

MagniFlood Inc 

Material Plane 

McGraw-Edison/Brand of Cooper 
Lighting 

MetalOptics Inc 

MetroLux Lighting 

Metropolitan Lighting/Camer Glass 
Lighting Corp. 

Millerbernd Mfg. Co 

Moldcast Lighting 

Mountain Moose Design 

Nemco Architectural Lighting 

New West Furniture 

Newmark Inc 


Northeast Lantern, Ltd 

Norwell Manufacturing Co. Inc 

Pemco Lighting Products, Inc 

Pennsylvania Globe Gaslight Co. 

PFO Lighting Inc 

Poulsen Lighting Inc 

Powerlite Inc. 

Progress Lighting 

Quality Lighting 

Quoizel Inc 

Rebelle Architectural Lighting 

Regent Lighting Corporation 

Rejuvenation Lamp & Fixture Co 

Ruud Lighting 

Ryther-Purdy 

Sea Gull Lighting 

Selux USA Corporation 

Sentry Electric Corp. 

Shaper Lighting 

Sparkle Plenty Inc 

Spaulding Lighting Inc 

SPJ Lighting 

Spring City Electrical Mfg. Co. 

Sterner Lighting Systems, Inc 

Stone Mather Designs 

Sun Valley Lighting Inc 

Teron Lighting Inc. (TLD 

TrimbleHouse Corp. 

Two Hills Studio, Inc 

Ultralights Architectural Lighting, 
Inc 

Urban Archaeology 

Visco, Inc 

Visioneering Corp. 

Voigt Lighting Industries Inc 

Ward Industries 

Westerfield Co. 

Yosgad Lighting Industries Inc 


OUTDOOR LUMINAIRES 


REPRODUCTION 


American Period Lighting Inc. 

Ann Morris 

Architectural Area Lighting 

Arroyo Craftsman 

Arte de Mexico 

Bieber Lighting Corp. 

Brandon Industries Inc 

Brass Light Gallery, Inc 

Brass Reproductions 

Charleston Lighting & 
Manufacturing Inc 

Conant Custom Brass, Inc 

Evergreen Lighting 

Genie House 

Georgian Art Lighting Designs Inc 

Greene's Lighting 

Hammerworks 

Heritage Casting & Ironworks Lid 

Holophane Corp. 

JJI Lighting Group Inc 

King Luminaire Co. Inc 

Material Plane 

Metro Lighting & Crafts 

Metropolitan Lighting/Camer Glass 
Lighting Corp. 

Meyda Tiffany 

The Mica Lamp Company 

Mountain Moose Design 

Nemco Architectural Lighting 

New Metal Crafts Inc. 

Newmark Inc. 

Northeast Lantern, Ltd 

Norwell Manufacturing Co. Inc 

Pemco Lighting Products, Inc 

Pennsylvania Globe Gaslight Co. 

Rambusch Lighting 

Rejuvenation Lamp & Fixture Co, 


Royal Metal Products Inc 
Scott Architectural Lighting 
Selux USA Corporation 
Sentry Electric Corp 

Spring City Electrical Mfg. Co. 
Sterner Lighting Systems, Inc 
Sun Valley Lighting Inc 
Urban Archaeology 

Ward Industries 


OUTDOOR LUMINAIRES 


ROADWAY 


ABS Lighting 

Aero Thermic Shields 

Architectural Area Lighting 

Bega/US 

Bieber Lighting Corp. 

CLI Fixtures 

Cooper Lighting 

EAL Lighting Corp. 

Emergi-Lite Inc 

Emergi-Lite, Ltd. 

EnRel Energy Corp. 

Hadco 

Hanover Lantern Inc 

Heritage Casting & Ironworks Ltd 

Hinkley Lighting 

Holophane Corp. 

Hubbell Lighting Inc 

[Л Lighting Group Inc 

Kim Lighting 

King Luminaire Co. Inc 

Ledtronics Inc 

Lithonia Lighting 

Lumark/Brand of Cooper Lighting 

MagniFlood Inc 

McGraw-Edison/Brand of Cooper 
Lighting 

MetroLux Lighting 

Moldcast Lighting 

Newmark Inc 

Night-Hawk Lighting Products Inc 

NuArt, A Public Access Lighting 
Company 

Pemco Lighting Products, Inc 

Powerlite Inc 

Quality Lighting 

Ruud Lighting 

Selux USA Corporation 

Sentry Electric Corp 

Sterner Lighting Systems, Inc 

Sun Valley Lighting Inc. 

TrimbleHouse Corp. 

Ward Industries 

Wide-Lite 


OUTDOOR LUMINAIRES | 


SPECIALTY 


ABS Lighting 

ADRA Electric Products Inc 

Advent Lighting 

American Period Lighting Inc 

American Scientific Lighting Corp. 
(ASL) 

Ameriel Airport Lighting Inc. 

Anvil Arts 

ARC Lighting/Div. of ARC Sales 
Inc 

Architectural Area Lighting 

Architectural Landscape Lighting 

Ardee Lighting Inc 

Ardron-Mackie Ltd 

ARK Lighting 

Arroyo Craftsman 

Aura Lighting, Inc. 


compan ОЛ 


Lumiëre Design & Mfg., Inc. 


Tbe name Lumiëre Design € Manufacturing, Inc. bas become 
synonymous with design, quality and function in outdoor 
architectural, landscape and specialty fixture lighting. As a 
result, Lumière fixtures have been specified on many note- 
worthy projects around the world, including this small sam- 
ple: Franklin Delano Roosevelt Memorial, Ronald Reagan 
Library, United States Marine Corps Korean War Veterans 
Memorial, Disneyland, Disney World, Disneyland Paris, 
grand Wailea Hotel (Maui), Olympic Village (Barcelona), Sea 
World and the Nikko Hotel (Tokyo). Lighting designers, land- 
Scape architects and architects the world over rely on Lumière 
fixtures to add that extra measure of performance and beau- 
ty to their projects 


Lumiere makes a wide variety of fixtures and accessories for 
every application, including area, accent and down lights, path 
lights, mini bollards, step lights, wall-mounted lights, well lights, 
unique underwater accent lights and outdoor imaging projectors 
Light sources include 12V MR16 and MR11, HID, fluorescent and 
standard line voltage incandescent and halogen 

Many of our fixtures are award winners. For е 


mple, our 


Hollywood #1701 imaging projector won the Design Excellence 
Award at the recent Lightfair International, as well as an ADEX 
Award from Design Journal Magazine, The prior year, our metal 


halide Coronado Series won the ADEX award, Lumiére also 


received the coveted “С” Mark Certificate of Merit from the Japanese 
Ministry of International Trade and Industry for “originality, excel 
lence of design and outstanding contribution to the landscape envi 
ronment.” Other fixtures, such as our Cambria #203, have become 
industry standards. 

In addition, Lumiére fixtures are featured as an integral part of 
many acclaimed lighting designs and projects. This year’s Edison 
Award winner, the Far Niente Winery, featured a variety of Lumière 
fixtures. One of the other finalists, the Franklin Delano Roosevelt 
Memorial, also included Lumière fixtures. 

Like these award winning designers, you too can specify 
Lumiere fixtures with pride, conviction and confidence. We invite 


you to do so. 


B-K Lighting Inc. 
Bieber Lighting Ci 
Bigorre Ае ^ 


Celestial Lighting 
Charles Loomis Inc. 
Charleston Lighting & 
Manufacturing Inc. 
Christopher Thompson Ironworks 
Color Corp. 
Color Kinetics Incorporated 
Cooper Lighting 
CopperMoon, Inc. 
Costich Co. 
C.W. Cole & Company Inc. 
D'ac Lighting 
Dabmar 
шег Lighting 
signplan Lighting Inc. 
DMF Lighting 
Electronic The: 
Emergi-Lite Ini 


Eurofase 
Evergreen Lighti 
ail-Safe/Brand of Cooper Lighting 
Flos USA Inc. 
industries Inc. 


Greene's Lighting 
Greenlee Lighting LP 


Group One, Ltd. 
Hadco 


Heritage ing & Ironworks Ltd. 
Hiett Dezigns 
High End Systems, Inc. 
High End Systems, West Coast 
Hinkley Lighting 
Holophane Corp. 
Hubbell Lighting li 
Idaho Wood 
Inter Global 

on Power & Electric Ltd. 

Lighting 
JJI Lighting Group Inc. 
Johnson Art Studio 
JP Nolan & Co. 
Kim Lighting 
z Luminaire Co. Inc. 


Kliegl Bros. Universa 

Stage Lightin g С 
Kramer Lighting Inc. 
LaMar Lighting 
Lamps by Hilliard 
Lightron of Cornwall, Inc. 

ems Technologies Corp. 
orks 


Lucifer Lighting Cc 
Lumiere/Brand of Cooper Lighting 


ae USA 

MagniFlood Inc. 

Martin Professional, Inc. 

Material Plane 

McGraw-Edison/Brand of Cooper 
Lighting 

Meteor Light & Sound Co. 

MetroLux Lighting 

Moldcast Lighting 

Mountain Moose Design 

National Specialty Lighting Inc. 

Nemco Architectural Lighting 

Newmark Inc. 


Night-Hawk Lighting Products Inc. 


NuArt, A Public Access Lighting 

Company 
PEL-LAB Research Ltd. 
Pemco Lighting Products, Inc. 

ia Globe Gaslight Co. 

Phoenix Products Company Inc, 
Powerlite Inc. 
Precision Outdoor Lighting 
Progress Lighting 


Corporation 
Systems 
Roman Fountains Corporation 
Royal Metal Products Inc. 
Gull Lighting 
Selux USA Corporation 
Sentry Electric Corp, 


Javits 
Convention 
Center 


1999 
New York 


City 


Sparkle Plenty Inc. 

Spaulding Lighting Inc. 

SPI Lighting Inc. 

Spring City Electrical Mfg. Co. 
Starfire Lighting Inc. 

Sterner Lighting Systems, Inc. 
Stone Mather Designs 
StoneLight Work: 

Sun Valley Lighting Inc. 
Sunnex Inc. 


Tek Lighting Corp. 

Tele-Lite, Inc. 

Thomas Lighting Canada 

Tivoli Industries Inc. 

TrimbleHouse Corp. 

Two Hills Studio, Inc. 

Ultralights Architectural Lighting, 
Inc. 

Vista Professional Outdoor 
Lighting 

Voigt Lighting Industries Inc. 

W.A.C. Lighting Co. 

Ward Industries 

Wolic Inc. 

Yosgad Lighting Industries Inc. 


See You Next Year 


October 27-28-29 


For information call 
800.950.1314 x2331 
www.designyc.com 


The Interior Planning 
and Design Capital of the World 


Interplan? 


Designer's Saturday? Gala at the Met 


47 


ASID Design Power? Conference 


The Design Show: Environments for Living" 


compan 
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Ruud Lighting 


Ruud Lighting is known and widely specified for: 

Very bigb quality. First rate designs, manufactured to the highest 
specification standards, assure durable and attractive products that 
perform 

Direct access to the factory. Surveys show our customer service is 
the benchmark for the industry, It stems from great people who know 
our products and can get you the information you need, now! 

Uni-Form Pulse Start System. The next generation of metal 


halide lighting is available today from Ruud Lighting. Save up to 2 
percent annual energy usage on your projects with the same num 
ber of luminaires! 

Unbeatable product warranties. 7-Year Finish Warranty with our 
«ture. Warranty on all HID 
and fluorescent luminaires—2-Year Lamp Warranty on all Uni-Form 


exclusive DeltaGuard System—5-Year F 


Pulse Start products. 

Lamp included. Every HID and fluorescent luminaire comes with 
a free lamp, optimized to produce the highest output 

Absolute best delivery. 50 percent of orders ship the same day, 80 
percent within 3 days, 95 percent within one week 

Free lighting design assistance. One of the industry's largest and 
best design staff will help you with fixture selection and layouts. 

For a free copy of our new Uni-Form Pulse Start Catalog, call 
(800) 236-7000 and ask to speak to an Account Specialist! 


OUTDOOR LUMINAIRES 


SURVACE/RECESSED 


/ Lighting Systems Inc 

Acculite Mfg. Inc 

ADRA Electric Products Inc. 

Alexandra Lighting Systems, Inc. 

American Scientific Lighting Corp 
(ASL) 

Architectural Details, Inc 

Architectural Landscape Lighting 

Ardee Lighting Inc. 

Arroyo Craftsman 

Arte de Mexico 

Artemide Inc 

B-K Lighting Inc 

Baldwin 

Bega/US 

Bieber Lighting Corp. 

Brownlee Lighting Inc 

CLI Fixtures 

Conant Custom Brass, Inc 

Contrast Lighting 

Cooper Lighting 

C.W. Cole & Company Inc 

D'ac Lighting 

Davis/Muller Lighting 

Day-Brite Lighting (Day-Brite, 
McPhilben, Matrix) 

Designplan Lighting Inc 

EAL Lighting Corp 

Eclipse Lighting Inc 

Emergi-Lite Inc 

Emergi-Lite, Ltd. 

ed Lighting Products 


Enginee 
Eurofase 


Focus Industries Inc 

Good Earth Lighting 

Greenlee Lighting LP 

Guth Lighting 

Hadco 

Hanover Lantern Inc 

Harris Lighting Systems 

Hessamerica 

Holophane Corp 

Hubbell Lighting Inc 

Incon Lighting Products Inc 

Industry + Design Light (IDL) 

Janmar Lighting 

ЛІ Lighting Group Inc 

Kane-Shrader, Inc 

Kichler Lighting 

Kim Lighting 

Kirlin Company 

Kramer Lighting Inc 

Kurtzon Lighting 

LaMar Lighting 

Legion Lighting Co. Inc 

Lightech Inc 

Lightsystems Technologies Corp. 

Lithonia Lighting 

Lumax Industries Inc 

Lumenton Lighting 

Lumid Inc 

Lumiere/Brand of Cooper Lighting 

Luminis LC/Lutrex 

MagniFlood Inc 

McGraw-Edison/Brand of Cooper 
Lighting 

MetalOptics Inc. 

The Mica Lamp Company 

Mitor Industries Inc 

Moldcast Lighting 

Moore Lambert Lighting Inc 

Morlite Inc 

Nemco Architectural Lighting 

New Metal Crafts Inc 


NuArt, A Public Access Lighting 
Company 

Nutech Lighting Corp 

Paramount Industries, Inc 

PEL-LAB Research Ltd. 

PFO Lighting Inc 

Poulsen Lighting Inc 

Powerlite Inc 

Progress Lighting 

Quality Lighting 

Quoizel Inc 

Rebelle Architectural Lighting 

Rejuvenation Lamp & Fixture Co. 

Ruud Lighting 

Shaper Lighting 

Sparkle Plenty Inc. 

Spaulding Lighting Inc 

SPJ Lighting 

Stone Mather Designs 

Sun Valley Lighting Inc 

Tahoe Lighting 

Ultralights Architectural Lighting, 
Inc 

Urban Archaeology 

Visioneering Corp. 

Vista Professional Outdoor 
Lighting 

Ward Industries 

Wellmade Products 

Westerfield Co. 

Wide-Lite 

Wise Lights Manufacturing Inc 


LIGHT SOURCES 


COMPACT FLUORESCENT 


AAMSCO Lighting Inc 

Aero-Tech International 

Duro-Lite Lighting 

Duro-Test International 

EncapSulite International Inc 

EnRel Energy Corp. 

Feit Electric Co. 

GE Lighting 

Higuchi Inc. USA 

Hytron Electric Products/Division 
of Trojan 

Interlectric Corporation 

JSL Lighting Corp. 

Lighting Source, Inc 


Litetronics International Inc 
Osram Sylvania 

Philips Lighting Company 
ProLight Inc 

Promolux 

Thorn Lighting 

Trojan Inc 

U.S. Way Lighting Equipment 
Ushio America Inc 

Wiko Ltd. 


LIGHT SOURCES 
COMPACT FLUORESCENT 


SELF-BALLASTED 


Aero-Tech International 

Duro-Lite Lighting 

Duro-Test International 

Feit Electric Co. 

GE Lighting 

Hytron Electric Products/Division 
of Trojan 

JSL Lighting Corp. 

Litetronics International Inc 


Osram Sylvania 

Philips Lighting Company 
ProLight Inc 

Trojan Inc 

0.5. Way Lighting Equipment 


LIGHT SOURCES 


ELECTROLUMINESCENT 


Aura Lighting, Inc. 
Osram Sylvania 


LIGHT SOURCES 


FLUORESCENT 


AAMSCO Lighting Inc 
Aero-Tech International 
Duro-Lite Lighting 
Duro-Test International 
EncapSulite International Inc 
EnRel Energy Corp 
Feit Electric Co. 
GE Lighting 

Higuchi Inc, USA 

Howard Industries Inc 
Hytron Electric Products/Division 

of Trojan 

Interlectric Corporation 
JSL Lighting Corp 
Lighting Source, Inc 
Litetronics International Inc 
Osram Sylvania 
Philips Lighting Company 
ProLight Inc 

Promolux 
Satco Products Inc 
Silica Vacuum Products 
Thorn Lighting 

rojan Inc. 
U.S, Way Lighting Equipment 
Ushio America Inc 
Verilux Inc 
Voltarc Technologies, Inc 


LIGHT SOURCES 


HALOGEN 


AAMSCO Lighting Inc 

Duro-Lite Lighting 

Duro-Test International 

Feit Electric Co. 

GE Lighting 

Higuchi Inc. USA 

Hytron Electric Products/Division 
of Trojan 

Interlectric Corporation 

JSL Lighting Corp. 

Lighting Source, Inc. 

Litetronics International Inc 

Osram Sylvania 

PEL-LAB Research Ltd 

Philips Lighting Company 

Promolux 

Satco Products Inc 

THHC Lighting 

Thorn Lighting 

U.S. Way Lighting Equipment 

Ushio America Inc 

Voltarc Technologies, Inc 

Welch Allyn Lighting Products 
Division 

Wiko Ltd. 


LIGHT SOURCES 


HIGH PRESSURE SODIUM 


Aero-Tech International 

Duro-Test International 

Feit Electric Co. 

GE Lighting 

Higuchi Inc. USA 

Hytron Electric Products/Division 
of Trojan 

Interlectric Corporation 


JSL Lighting Corp. 


Lighting Source, Inc 
Litetronics International Inc. 
Osram Sylvania 

Philips Lighting Company 
Trojan Inc. 

Ushio America Inc, 

Wiko Ltd. 


LIGHT SOURCES 


INCANDESCENT 


AAMSCO Lighting Inc 

Aero-Tech International 

Duro-Lite Lighting 

Duro-Test International 

EncapSulite International Inc 

Feit Electric Co. 

GE Lighting 

Hytron Electric Products/Division 
of Trojan 

Interlectric Corporation 

JSL Lighting Corp: 

Lighting Source, Inc 

Litetronics International Inc 

Osrarm Sylvania 

PEL-LAB Research Ltd 

Philips Lighting Company 

Promolux 

Satco Products Inc 

THHC Lighting 

Thorn Lighting 

Trojan Inc 

Ushio America Inc 

Verilux Inc. 

Wiko Ltd 


LIGHT SOURCES 


LED 


Aero-Tech International 

Aura Lighting, Inc. 

Color Kinetics Incorporated 

Duro-Test International 

Exitronix, Divison of Barron Mfgr 
Corp. 

Feit Electric Co. 

Higuchi Inc. USA 

Kingbright Corp. 

Ledtronics Inc. 

Marktech Optoelectronics 

Mitronix 

Mule Emergency Lighting Inc 

Osram Sylvania 

Prolume Inc. 

Standard Enterprises, Inc. 


The AFL family provides floodlighting with 
architectural style 


The Wall Director, wall-mounted 
for up- or downlighting 


ОЛ, 


Kim Lighting 


Kim Lighting bas been creating innovative outdoor lighting 
solutions since 1925. From the beginning, it has taken a light- 
ing design perspective toward product development. Today, this 
approach remains intact and is tbe core of the company's focus. 
New products are developed to solve lighting needs and to pro- 
vide efficient and attractive solutions. 


Kim's approach to design has evolved into a special "Theory of 
Relativity.” This defines the relationship of luminaires to the position 
they occupy in the site environment. Area lighting is developed to an 
entirely different set of design and performance criteria from pedestri- 
an level luminaires, which are different from criteria used for wall- 
mounted products. This approach addresses performance require- 
ments, physical scale, detailing and the perspective from which prod- 
ucts are viewed from when installed in real world environments. The 
process also recognizes that outdoor area lighting is seen most often 
when it is not functional, during the day. This daylight visibility means 
Kim products must be attractive when they are not in use and perform 
well when the sun goes down. This sensitivity to product visibility, 
placement and function is a Kim hallmark. 

The integration of design, from site/area lighting to mounting inti- 
mate with architectural surfaces, produces a unification that appears 
well-considered to site occupants. For example, the Archetype (AR 
series), for site/area and roadway illumination, is complemented by a 
smaller companion design, the SAR, for pedestrian areas at lower 
mounting heights. For illuminating building surfaces and site features, 
AFL floodlights offer a wide range of optical and mounting options to 
adapt to virtually any need. Attached to the building itself, the Wall 
Director offers up- or downlighting, perimeter area lighting, building 
accent lighting or wall surface grazing. Each product provides a dis- 
tinct function, while utilizing shared design detailing, scaled to reflect 
specific locations in the site environment. 

Every Kim product is produced to last from premium materials, fin- 
ished in-house in Super TGIC powder coat, and supervised through 
an ISO 9001-registered Quality Assurance program. 

While several others have come to copy Kim product appearances, 
they fail to capture the attention to detail and spirit that comes from 
being the originator of ideas. 


LIGHT SOURC 
LOW PRESSURE SODIUM 


Duro-Test International 
GE Lighting 

Osram Sylvania 

Philips Lighting Company 


LIGHT SOURC 


MERCURY VAPOR 


Duro-Test International 

Feit Electric Co. 

GE Lighting 

Hytron Electric Products/Division 
of Trojan 

ILC Technology, Inc 

Interlectric Corporation 

JSL Lighting Corp. 

Lighting Source, In 

Osram Sylvania 

Philips Lighting Company 

Trojan Inc 

Ushio America Inc 

Wiko Ltd 


LIGHT SOURCES 


METAL HALIDE 


Advanced Lighting Technologies 
(ADLT) 

Aero-Tech International 

Duro-Test International 

EncapSulite International Inc 

Feit Electric Co. 

GE Lighting 

Higuchi Inc. USA 

Hytron Electric Products/Division 
of Trojan 

ILC Technology, Inc 

Interlectric Corporation 

JSL Lighting Corp 

Lighting Source, Inc 

Litetronics International Inc 

Osram Sylvania 

Philips Lighting Company 

Promolux 

Thorn Lighting 

Trojan Inc 

Ushio America Inc 

Venture Lighting International 

Welch Allyn Lighting Products 
Division 

Wiko Ltd 


LIGHT SOURCES 


MINIATURE 


AAMSCO Lighting Inc 

Feit Electric Co. 

GE Lighting 

Kingbright Corp. 

Osram Sylvania 

THHC Lighting 

Thorn Lighting 

Welch Allyn Lighting Products 
Division 


LIGHT SOURCES 
NEON/COLD CATHODE 


ACC Lighting Systems Inc 
Allanson International, Inc 
American Cold Cathode, Inc 
The EGL Company, Inc 
Neon Design Inc 

Osram Sylvania 

Silica Vacuum Products 
Voltarc Technologies, Inc 


LIGHT SOURC 
PHOTOLUMINESCENT 


American Permalight, Inc 
Osram Sylvania 
Shannon Luminous Materials Inc 


LIGHT SOURCES 
SULFUR 


Fusion Lighting Inc 

Hytron Electric Products/Division 
of Trojan 

Osram Sylvania 

Trojan inc 


LIGHT SOURCES 
COATED LAMPS 


Hytron Electric Products/Division 
of Trojan 


BALLAS 
COMPACT FLUORESCENT 


Advance Transformer Co. 

Antron Compact Electronics, Inc 
(ACE) 

B+L Technologies 

EBW Electronics 

Energy Savings Inc 

EnRel Energy Corp. 

Fulham Co. Inc. 

GE Lighting 

Hatch Transformers Inc 

Hubbell Lighting Inc 

Interballast, Inc 

Janmar Lighting 

JRS Technology, Inc 

Lake Power Systems 


Lighting Source, Inc 

Lumatech Corporation 

MagneTek Lighting Products 
Group 

Osram Sylvania 

Pacific Ballast/McWong 

International, Inc 

Prescolite Controls 

ProLight Inc 

Radionic Industries Inc. 

Reliable Ballast, Inc 

Robertson Worldwide 

Satco Products Inc 

SLI Lighting 

Trojan Inc 

U.S. Way Lighting Equipment 


BALLASTS 


CIRCLINE/2D 


Advance Transformer Co 

Antron Compact Electronics, Inc 
(ACE) 

EBW Electronics 

Fulham Co. Inc 

GE Lighting 

Hatch Transformers Inc 

Janmar Lighting 

Lake Power Systems 

MagneTek Lighting Products 
Group 

MaxLite 

Osram Sylvania 

Pacific Ballast/McWong 

International, Inc 

Radionic Industries Inc 

Robertson Worldwide 

SLI Lighting 


BALLASTS 
DIMMING 


Advance Transformer Co. 

Antron Compact Electronics, Inc. 
(ACE) 

Continuum Technologies 

Corpx ation 

EBW Electronics 

Eclipse Technologies 

Electronic Lighting Inc 

Ene Savings Inc 

GE Lighting 

Hubbell Lighting Inc 

Interballast, Inc 

JRS Technology, Inc 

Lake Power Systems 

MagneTek Lighting Products 

Group 

ram Sylvania 

Prescolite Controls 

Radionic Industries Inc 

SLI Lighting 


BALLAS 


ELECTRONIC 


Advance Transformer Co. 

Advanced Lighting Technologies 
(ADLT) 

Antron Compact Electronics, Inc 
(ACE) 

Aromat Corp. 

B+L Technologies 

The Bodine Company 

EBW Electronics 

pse Technologies 

*ctronic Lighting Inc 

Energy Savings Inc 

EnRel Energy Corp. 

Fulham Co. Inc 

GE Lighting 

Hatch Transformers Inc 

Hubbell Lighting Inc 

Interballast, Inc. 

Interlectric Corporation 

JRS Technology, Inc 

JSL Lighting Corp 

Lake Power Systems 

Lighting Source, Inc 

MagneTek Lighting Products 
Group 

MaxLite 


© 


Osram Sylvania 

Pacific Ballast/McWong 
International, Inc 

Prescolite Controls 

Radionic Industries Inc 

Reliable Ballast, Inc 

Robertson Worldwide 

SLI Lighting 

Thin-Lite Corp 

U.S. Way Lighting Equipment 

Venture Lighting International 


BALLASTS 
EMERGENCY 


ALP Lighting Components Inc 
ATEK, Inc 

The Bodine Company 
Carpenter Emergency Lighting 
Fulham Co, Inc 

Hubbell Lighting Inc 

Mule Emergency Lighting Inc 
Prescolite Emergency 

TLS Mfg. Inc. 

Yorklite Electronics Inc 


BALLASTS 


FLUORESCENT 


AAMSCO Lighting Inc 

Advance Transformer Co. 

Allanson International, Inc 

Antron Compact Electronics, Inc 
(ACE) 

B+L hnologies 

EBW Electronics 

Eclipse Technologies 

Electronic Lighting Inc 

Energy Savings Inc. 

EnRel Energy Corp 

Fulham Co, Inc 

GE Lighting 

Hatch Transformers Inc 

Howard Industries Inc 

Hubbell Lighting Inc 

Interballast, Inc 

Interlectric Corporation 

Janmar Lighting 

JRS Technology 

JSL Lighting Corp 

Lake Power Systems 

Lighting Source, Inc 


Inc 


Lumatech Corporation 

MagneTek Lighting Products 
Group 

MaxLite 


Osram Sylvania 

Pacific Ballast/McWong | 
International, Inc 

Precision Lighting Inc 

Prescolite Controls 

ProLight Inc 

Radionic Industries Inc 

Reliable Ballast, Inc 

Robertson Worldwide 

Satco Products Inc 

SLI Lighting 

Trojan Inc 

U.S. Way Lighting Equipment 


compan 


Ofi 


Ushio 


Ushio is an international manufacturer of specialty HID and 
halogen light sources for a variety of general illumination 
applications, including landscape, architectural and fiber- 
optic designs. 


Ushio's series of Ultraline MR16 reflector lamps are rated at 
10,000 hours of useful lamp life. Our Ultraline series is available in 
35W and 50W versions with wide, medium and spot beam spreads 
The special quartz burner on the Ultraline lamps eliminates 90 per- 
cent of the ultraviolet emissions which tend to fade and discolor sen 
sitive objects. Another unique attribute of the Ultraline series is the 
titanium oxide coating on the lamp reflector. While the dichroic 
reflector coatings of generic MR16s tend to degrade with lamp life, 
leading to color shift and light loss problems; the titanium oxide 
coating on the Ultraline eliminates this problem and provides con- 
sistent color throughout the life of the lamp. 

Ushio's new UHI Colorlight series of colored compact metal 
halide lamps produce saturated colors of green, blue, magenta and 
orange without the use of colored lenses or gels. Ushio's Cok light 
series is available in double-ended, recessed single-contact-based 
150W versions. Lighting applications include amusement parks, 
open air theaters, museums, galleries, stage effects, building accents 


and garden lighting. 


Ushio's Whitestar is the newest 4200K high color temperature 
lamp added to our series of specialty MR16 lamps. Balanced for light 
in the visible spectrum range between 480nm and 630nm, the 
Whitestar lamp also reduces emissions in the ultraviolet range. The 
Whitestar provides a better alternative to other "full spectrum" 
MR16s. The Whitestar is available іп a 12V 50W version with a 36- 
degree beam spread. The Whitestar features a luminous intensity of 
1,200 candelas and a useful lamp life of 4,000 hours 

For more information on these and other lamps from Ushio 
America, please call our Marketing Support team at (800) 218-7446. 


BALLASTS 


HIGH PRESSURE SODIUM 


Acculite Mfg. Inc 

Advance Transformer Co. 

Advanced Lighting Technologies 
(ADLT) 

GE Lighting 

Holophane Corp. 

Hubbell Lighting Inc 

Interlectric Corporation 

Lighting Source, Inc 

MagneTek Lighting Products 
Group 

Osram Sylvania 

Pacific Ballast/McWong 
International, Inc 

Robertson Worldwide 

SLI Lighting 

UNIDIM c/o SLS Industries Inc 

Venture Lighting International 

Wide-Lite 


BALLASTS 


LOW VOLTAGL 
TRANSFORMERS 


ACME Electric 

Advance Transformer Co 

ARK Lighting 

B+L Technologies 

B-K Lighting Inc 

Hatch Transformers Inc 

Hubbell Lighting Inc 

Interballast, Inc 

Lake Power Systems 

MagneTek Lighting Products 
Group 

Osram Sylvania 

PEL-LAB Research Ltd 

Q-Tran, Inc 

Radionic Industries Inc 

Reliable Ballast, Inc 

Robertson Worldwide 

Sebco 


BALLASTS 


LOW PRESSURE SODIUM 


Advance Transformer Co. 

Hubbell Lighting Inc 

MagneTek Lighting Products 
Group 

Osram Sylvania 

Pacific Ballast/McWong 
International, Inc 

Robertson Worldwide 


BAL 


METAL HALIDE 


Acculite Mfg. Inc 

Advance Ti 

Advanced Lighting Technologies 
(ADLT) 

Aromat Corp 

Buhl Electric Inc 

Fulham Co. Inc 

GE Lighting 

Holophane Corp. 


nsformer Co. 


Hubbell Lighting Inc 

Interlectric Corporation 

Janmar Lighting 

Lighting Source, Inc 

MagneTek Lighting Products 
Group 

Osram Sylvania 

Pacific Ballast/McWong 
International, Inc 

Reliable Ballast, Inc 

Robertson Worldwide 

SLI Lighting 

UNIDIM c/o SLS Industries Inc 

Venture Lighting International 

Welch Allyn Lighting 
Division 

Wide-Lite 


ducts 


BALLASTS 
MERCURY VAPOR 


Advance Transformer Co 

Advanced Lighting Technologies 
(ADLT) 

GE Lighting 

Holophane Corp. 

Hubbell Lighting Inc 

Interlectric Corporation 

Lighting Source, Inc 

MagneTek Lighting Products 
Group 

Osram Sylvania 

Pacific Ballast/McWong 
International, Inc 

Robertson Worldwide 

Satco Products Inc 

SLI Lighting 

Venture Lighting International 

Wide-Lite 


ЛОТЕ SOURCE 


R 
FIBER OPTICS 


Advanced Fiberoptic Technologies 
Inc 

American Lighting Inc 

Aura Lighting, Inc 

Automated Entertainment HD 
Dichroic 

Boston Optical Fiber 

Drama Lighting Inc 

Electronic Theatre Controls, Inc 

Fiberoptic Lighting, Inc 

Fiberstars Inc 

Glass Illuminations, Inc 

ILC Technology, Inc 

Invia Industries, Inc 

Laser Media Inc 

Lighting Services Inc 

Lightly Expressed Ltd 

LLD, Inc 

Lucifer Lighting Co. 

Lumenyte International Corp. 

Martin Professional, Inc 

Mitsubishi International 

Moritex USA Inc 

National Specialty Lighting Inc 

NitenDay Industries 

S.G F. Associates Inc 

Schott—CML Fiberoptics, LLC 

TPR Enterprises Ltd 

Ultratec Fibre Optic Corp 

Unison Fiber Optic Lightir 
Systems 


REMOT] 


; SOUR! 
LIGHT PIPE 


Aura Lighting, Inc 
Selux USA Corporation 
TIR Systems Ltd 

Trojan Inc 


CONTROL DEVI 
DIMMERS 


Automated Entertainment HD 

Dichroic 

Buhl Electric Inc 

Colortran, Division of NSI 
Corpe ation 

Design Specialty Inc 

Douglas Lighting Controls 

Ecopower 

Electrol Engineering Inc 

Electronic Lighting Inc 

Electronic Theatre Controls, Inc 

Electronics Diversified Inc. (EDD 

Fusion Lighting Inc 

Holophane Corp. 

Hubbell Lighting Inc 

Hunt Control Systems Inc 

JRS Technology, Inc 

Lehigh Electric Products Co 


Leviton 

Lighting Control & Design Inc 

Lighting Services Inc 

Lightolier Controls 

Lightronics, Inc 

LiteTouch Inc 

Lithonia Lighting 

Macro Electronics Divison of 
Leviton Lighting Controls 

MagneTek Light Products Group 

Portfolio/Brand of Cooper Lighting 


Prescolite Controls 

Stacoswitch 

Warner Electric/Superior Electric 
The Watt Stopper Inc 

Westek Lighting 

Wide-Lite 


CONTROL DEVICES 


PROCESSORS 


Douglas Lighting Controls 

GE Total Lighting Controls 

Lehigh Electric Products Co. 

Leviton 

Lighting Control & Design Inc 

LiteTouch Inc 

Macro Electronics Divison of 
Leviton Lighting Controls 

PCI Lighting Controls 

Triatek, Inc 

Wide-Lite 


CONTROL DEVICES 


SENSORS 


Douglas Li 
Ecopower 


hting Controls 


Electronic Lighting Inc 

GE Total Lighting Controls 
Hubbell Lighting Inc 
Lendar Design Inc 

Leviton 


LI-COR Inc 

Lighting Control & Design Inc 

Lighting Services Inc 

Lightolier Controls 

Lightronics, Inc 

Lithonia Lighting 

Lumark/Brand of Cooper Lighting 

Macro Electronics Divison of 
Leviton Lighting Controls 

MagneTek Lighting Products Group 

MaxLite 

Novitas Inc 

PCI Lighting Controls 

Precision Multiple Controls 

Sensor Switch Inc 

Steril-Aire USA, Inc 

Tork 

Triatek, Inc 

The Watt Stopper Inc 

Westek Lighting 

Wide-Lite 


CONTROL р! 
SWITCHES 


VICES 


Design Specialty Inc 

Douglas Lighting Controls 

Ele nic Lighting Inc 

Extech Instruments Corporation 
Fail-Safe/Brand of Cooper Lighting 
GE Total Lighting Controls 
Hubbell Lighting Inc 
Keene-Widelite 

Lendar Design Inc 

Leviton 

Lighting Control & Design Inc 
Lightolier Controls 

Lightronics, Inc 

LiteTouch Inc 

Lithonia Lighting 

Macro Electronics Divison of 


Leviton Lighting Controls 
MagneTek Lighting Products Group 
Precision Multiple Controls 
Prescolite Controls 
Stacoswitch 
Tork 
Triatek, Inc 
The Watt Stopper Inc 
Westek Lighting 
Wide-Lite 


CONTROL DEVICES 


CONTROL SYSTEMS 


Advanced Lighting Technologies 
(ADLT) 

Aromat Corp. 

Automated Entertainment HD 
Dichroic 

Colortran, Division of NSI 
€ OTP raton 

Commercial Electronics, Ltd. 

Day-Brite Lighting (Day-Brite 
McPhilben, Matrix) 

Design Specialty Inc 

Douglas Lighting Controls 

Echelon Corporation 

Electrol Engineering Inc 

Electronic Lighting Inc 

Electronic Theatre Controls, Inc 

Electronics Diversified Inc. (EDI) 

EnRel Energy Corp. 

GE Total Lighting Controls 

Group One, Ltd. 

Hiett Dezigns 


compan 


ОП 


Lumenyte International 
Corporation 


Lumenyte International Corporation (LIC) was the first 
manufacturer of large diameter optical fiber in the world 
and remains the worldwide technological leader in fiber- 
optic lighting 


Fiber-optic lighting systems are being specified with greater fre- 
quency, This is due, in large part, to advances in technol ogy that 
allow fiber to be used in place of existing specialty lighting 
However, brightness as defined by current functional lighting stan- 
dards has been difficult for optical fiber to achieve ... until now 

LIC introduces StaFlex optical fiber, Th: 


revolutionary product 
provides the illumination required for difficult functional lighting 
tasks. StaFlex provides more than 70 percent more light than other 
optical fiber, has higher heat tolerance and remains permanently 
flexible over its life 


But why compare StaFlex to other fiber optics? In recent side 


by side comparisons with neon, StaFlex was chosen because it wa 


brighter, safer and reduced maintenance. In a ha 


rdous area light- 
ing system, StaFlex fiber-optic systems were one third the size of 
the existing fixtures, reduced energy consumption and reduced 
maintenance. 

In fact, LIC's fiber-optic systems are the right solution for hun- 
dreds of lighting challenges. And the technology is backed by a 
company that has been in the fiber-optic business for 15 years, has 
extensive lighting design capability and provides a system manu- 
factured totally at LIC. This means LIC provides all of the services 
you need for a successful application. 

Lumenyte International ... the first, the best and the brightest. In 
fact, we are “Defining the Future of Lighting!” ... with you 


High End Systems, Inc 

Hubbell Lighting Inc 

Keene-Widelite 

Ledalite Architectural Products Inc 

Lehigh Electric Products Co. 

Leviton 

Lighting Control & Design Inc 

Lightolier Controls 

Lightronics, Inc 

LiteTouch Inc 

Lithonia Lighting 

LuxArt 

Macro Electronics Divison of 
Leviton Lighting Controls 

Meteor Light & Sound Co. 

PCI Lighting Controls 

Precision Multiple Controls 

Prescolite Controls 

Thomas Lighting Canada 

Tork 

Triatek, Inc 

Venture Lighting International 

Warner Electric/Superior Electric 

The Watt Stopper Inc 

Wide-Lite 


OPTICAL CONTROL 
COMPC NTS 


OPTICAL COATINGS 


Alpha Associates 

Automated Entertainment HD 
Dichroic 

Coherent-Auburn Group 

Deposition Sciences, Inc 

High End Systems, Inc 

LexaLite International Corp. 


OPTICAL CONTROI 


COMPO S 
DIFFUSER 


ALP Lighting Components Inc 

Alpha Associates 

Arrem Plastics Inc 

Artcrest Products Co. Inc 

Automated Entertainment HD 
Dichroic 

Diversified Lighting Products Inc 

Double 'R' Specialty Molding 

Ecolite Mfg 

GAMproducts Inc 

Hehner Metal Spinning Co. 

Holophane Corp. 

Hubbell Lighting Inc 

Labsphere Inc 

LexaLite International Corp. 

Lighting Services Inc 

Lucifer Lighting Co. 

Norton Industries Inc 

Nova Industries Inc 

Plaskolite, Inc 

PSI West 

Scientific Lighting Products 

Sterling Products 

TechBrite 


OPTICAL CONTROL 


COMPONENTS 
FILTERS 


Alpha Associates 

Automated Entertainment HD 
Dichroic 

Coherent-Auburn Group 

Deposition Sciences, Inc 

Eide Industries Inc 


GAMproducts Inc 

High End Systems, Inc. 

High End Systems (West Coast) 
Kopp Glass Inc 

Lee Filters 

Lighting Services Inc 
Lightsystems Technologies Corp. 
PSI West 

Special FX Lighting Inc 


OPTICAL CONTROL 


COMPONENTS 
LENSES 


ALP Lighting Components Inc 

Alpha Associates 

Arrem Plastics Inc 

Artcrest Products Со. Inc 

Automated Entertainment HD 
Dichroic 

Diversified Lighting Products Inc 

Double 'R' Specialty Molding 

High End Systems (West Coast) 

Holophane Corp. 

Hubbell Lighting Inc 

Kopp Glass Inc 

LexaLite International Corp: 

Lighting Services Inc 

Lighting Source, Inc 

Lucifer Lighting Co 

Norton Industries Inc 

Plaskolite, Inc 

Polarized Lighting Inc 

PSI West 

Scientific Lighting Products 

Special FX Lighting Inc 

Sterling Products 

TechBrite 

Theatre Effects, Inc 


OPTICAL CONTROL 
COMPONENTS 


LOUVERS 


ALP Lighting Components Inc 
Artcrest Products Co, Inc 
Diversified Lighting Products Inc 
Ecolite Mfg, 

Hubbell Lighting Inc 

Lighting Services Inc 

Luicfer Lighting Co. 

Norton Industries Inc 

Nova Industries Inc 

Scientific Lighting Products 
TechBrite 


OPTICAL CONTROL 


COMPONENTS 
REFLECTORS 


ALP Lighting Components Inc 

Convenience Group Inc./3M 
Canada 

Deposition Sciences, Inc 

Diversified Lighting Products Inc 

Ecolite Mfg. 

Energy Planning Associates Corp 

EnRel Energy Corp. 

Fusion Lighting Inc 

Hehner Metal Spinning Co. 

High End Systems (West Coast) 

Holophane Corp 

Hubbell Lighting Inc 

LexaLite International Corp. 

Lighting Services Inc 

Lighting Source, Inc 

Lucifer Lighting Co. 


MetaLite Corp. 
Norton Industries Inc 


PSI West 
TechBrite 


LUMINAIRES FOR 
SPECIAL ENVIRONMENTS 
HIGH ABUSE 


Acculite Mfg. Inc 

Adjustable Fixture Co 

American Scientific Lighting Corp 
(ASL) 

Bieber Lighting Corp. 

Big Beam Emergency Systems Inc 

CD Light Inc 

Cooper Lighting 

Designplan Lighting Inc 

Eclipse Lighting Inc 

Fail-Safe/Brand of Cooper Lighting 

Hasco Electric 

Holophane Corp. 

Hubbell Lighting Inc 

Incon Lighting Products Inc 

Jackson Power & Electric Ltd. 

JJI Lighting Group Inc 

Keene-Widelite 

Kirlin Company 

Kramer Lighting Inc 

Kurtzon Lighting 

LDPI Co. (Div. of LPI 

Legion Lighting Co. Inc 

Lightolier 

Lightron of Cornwall, Inc 

Lumisphere USA 

Mid-West Chandelier Co. 

Morlite Inc 

Paramount Industries, Inc 

‘© Lighting Products, Inc. 

ix Products Company Inc 

Rebelle Architectural Lighting 

Sunnex Inc 

Wide-Lite 

Wise Lights Manufacturing Inc 

Yosgad Lighting Industries Inc 


Inc.) 


SPECIAL 
CLEAN ROOM 


ALP Lighting Components Inc 

Aura Lighting, Inc 

Bieber Lighting Corp 

CD Lighting, Inc 

Celestial Lighting 

Cooper Lighting 

Day-O-Lite Fluorescent Fixtures 

Fail-Safe/Brand of Cooper Lighting 

Guth Lighting 

Hasco 

Holophane Corp. 

Hubbell Lighting Inc 

JJI Lighting Group Inc 

Kirlin Company 

Kurtzon Lighting 

LDPI Co, (Div. of LPI 

Legion Lighting Со, Inc 

ıtolier 

Lightron of Cornwall, Inc 

Mid-West Chandelier Со. 

Morlite Inc 

NuArt, A Public Access Lighting 
Company 


сігіс 


Inc.) 


Paramount Industries, Inc 
Prolume Inc 

Rebelle Architectural Lighting 
Steril-Aire USA, Inc 


Thomas Lighting Canada 
Waldmann Lighting Со. 
Wellmade Products 


Acculite Mfg. Inc 

ALP Lighting Components Inc 

Bieber Lighting Corp 

Cooper Lighting 

Day-Brite Lighting (Day-Brite, 
McPhilben, Matrix) 

Fail-Safe/Brand of Cooper Lighting 

Guth Lighting 

Holophane Corp. 

Hubbell Lighting Inc 

Jackson Power & Electric Ltd. 

JJI Lighting Group Inc 

Keene-Widelite 

Killark Electric Mfg, Co./subsidiary 
of Hubbell 

Kirlin Company 

Kramer Lighting Inc 

Kurtzon Lighting 

LDPI Co. (Div. of LPI, Inc.) 

Legion Lighting Co. Inc 

Lightolier 

Morlite Inc 

Paramount Industries, Inc 

Pemco Lighting Products, Inc. 

Phoenix Products Company Inc 

Waldmann Lighting Co. 

Wide-Lite 


LUMINAIRES FOR 
SPECIAL ENVIRONMENTS 
HAZARDOUS LOCATION 


ALP Lighting Components Inc 

Bieber Lighting Corp. 

Big Beam Emergency Systems Inc. 

Cooper Lighting 

Day-Brite Lighting (Day-Brite, 
McPhilben, Matrix) 

Gilbert Industries Inc 

Guth Lighting 

Holophane Corp. 

Hubbell Lighting Inc 


Jackson Power & Electric Ltd 
JJ Lighting Group Inc 


Keene-Widelite 

Killark Electric Mfg. Co./subsidiary 
of Hubbell 

Kurtzon Lighting 

LDPI Co. (Div. of LPI, Inc.) 

Legion Lighting Co. Inc 

Lightolier 

Morlite Inc. 

NuArt, A Public Access Lighting 
Company 

Paramount Industries, Inc 

Phoenix Products Company Inc 

Sunnex Inc 

Sure-Lites/Brand of Cooper 

Lighting 

Wide-Lite 


5 FOR 


SPECIAL ENVIRONMENTS 
VIBRATION 


Aura Lighting, Inc 

Big Beam Emergency Systems Inc 
yilbert Industries Inc. 

Guth Lighting 

Hubbell Lighting Inc. 

JJI Lighting Group Inc 

Kurtzon Lighting 

Legion Lighting Co. Inc 


DON'T DISTURB THE NEIGHBORS 


Great light control with 10:1 mounting height to spacing 


ratio achieved by new recessed wall light from Hydrel 


Avoid annoying glare and invasive 
light trespass with Hydrels 9600 
Series Recessed Wall Lights 


Innovative Light Control - Glarefoil® a 
unique internal glare screen, was developed 

especially for the new Hydrel 9600 Series 
Recessed Wall Light. A thin laser-cut 
metal louver designed to mount 


AUN 


tiveness is apparent when view 
ing the internal louver from below 
horizontal, and from straight on (see below 


| 
| 
| 
| 
| 
| 


B 
Louver from below апа from straight on 


behind the lens, Glarefoil? pro- 
vides exceptionally sharp cutoff, 
effectively eliminating undesir- 

able glare and light trespass. 


Sharp Cutoff - Cutoff effec- 


Improved Beam Patterns - Precise tuning of 
lamp / reflector / lens and the new internal glare 
screen give the 9600 Series its extraordinary light 
control and remarkable beam range. A 9600 with 
horizontal wide distribution and 100 watt HID lamp 
is capable of a 10:1 mounting height to spacing 
ratio, compared to the usual 3:1 spacing for 
common small step and wall fixtures. The series is 
available in three lateral distributions and three 
forward distributions as well as left or right skew 
for stair installations 


Compact, No Condensation - patented 
sealing technology and modular 
construction provide air cooling to allow 
reduced size and simple 
installation/maintenance. Dry air 
purged lamp modules 
eliminate condensation 


The 9600 Series is available 
in a variety of styles and 
lamp options. For more 
information contact your 
area Hydrel sales represen- 
tative or the factory. 


Sealed lamp 
and power modules 
install easily into non 
corrodible backbox. 


E Û 12881 BRADLEY AVENUE SYLMAR CALIFORNIA 91342 TEL 818/362-9465 FAX 818/362-6548 
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Lightron of Corn 
Paramount Indi 


Rebelle Architectural Lighting 
Sunnex Inc. 
ldmann Lighting Co. 


AVIATION 


ADB (A Siemens Company) 
Bigorre Aerospace Corp. 


LUMINOUS CEILINGS 


Envel Design Corp. 
Norton Industries Inc. 


FIXTURE COMPONENTS 


Aluma Tow 
Apollo М 
iplock Systems 
Just Plastics Inc. 
Kurtzon Li 
Metropolis Metal Spinning & 
Stamping Co., Inc 
Sterling Products 
russ 
d Lighting Industries Inc. 


LASER 


Laser Spectacles, Inc. 


LIGHT MEASURING 


AEMC Instruments 

кетр Instrument, Inc. 

he Cooke C 
Extech Instruments Corporation 
International Light, Inc 


Minolta Corporation, Instrume: 
Systems Div 

Ocean Optics, Inc 

The Optikon Corp. Ltd 

Quantum Instruments Inc 


POLES/LOWERING 
DEVICES 


ADRA Electric Products Inc 
Ann Morris 

Cooper Lighting 
Emergi-Lite Inc 

Emergi-Lite, L 
Hammerworks 

Heritage Casting & Ironworks Ltd. 
Holophane Corp. 

Hubbell Lighting Inc. 
InterAmerica 

Jackson Power & 

JJI Lighting Group Inc 
Joslyn 

Kim Lighting 

Lehigh Electric Products Co 
Lexington Standard Corp. 
MagniFlood Inc 


MetroLux Lighting 
illerbernd Mfg. Co. 
ewma 
P&K Pole Products, Inc. 
Pov $ 
Powerlite Inc. 
Quality Lighting 
Ryther-Purdy 
Tele-Lite, Inc. 
Visco, Inc 
Ward Industries 
West Coast Engineering 
International Ltd. 
Wide-Lite 

Vhatley Inc 
Yosgad Lighting Industries Inc. 


SOLAR 


WIRING/ELECTRICAL 
COMPONENTS 


TUBULAR SKYLIGHT ord of Vermont, Inc. 
Cooper Lighting 


The SunPipe Co. Daburn Electronics and C. 


SOFTWARE 


Cooper Lighting 

Erco Lighting 

GE Lighting 

Hubbell Lighting Inc 
Keene-Widelite 

Kirlin Company 

Light I 2n Systems 
Lighting Technologies Inc 
LuxArt 

Luxicon/Brand of Cooper Lighting 
Moldcast Lighting 
Prescolite Emergency 
Prescolite Lighting 
Quality Lighting 


Inter Global 
JJI Lighting Group Inc. 
Killark Electric Mfg. Co./subsidiary 
of Hubbell 
Leviton 
Mitronix 
rand of Cooper Lighting 


Thomas Lighting C 
Westek Lighting 


Meet Your New Lighting Library __ d 


The sponsors of the Quality Lighting Campaign bring you the Lighting Design Forum at 


www.qualitylight.com, an on-line library of articles, links and resources. You'll find projects, arti- 


cles on technique and technology, links to other organizations, publications 
and many other resources. The Lighting Design Forum is linked to inter.Light at 


www.lightsearch.com, the on-line lighting product search engine. 


www.qualitylight.com 


The Lighting Design Forum is sponsored by Architectural Lighting Magazine, inter.Light, the ALD, Lighting Research Center, 


M | lighting design forum 
— 


Fan 


Lighting Design Lab, Northwest Energy Efficiency Alliance, National Lighting Bureau, Lightfair International, Ardee Lighting, 
Columbia lighting, GE Lighting, JJI lighting Group, Litecontrol, Luxo Corporation, Prescolite Lighting, Targetti USA, Tivoli 


Industries and Wide-Lite. 


Раїїегп 
Projectors 
Attract 
Attention 


Low Wattaqe 
Metal Halide. 


High Intensity, | 


Numerous 
Mounting 
Options 
available 


TIMES SQUARE LIGHTING 
Industrial Park Rte. 9W, Stony Point, NY 10980 
Tel: 914-947-3034 • 212-391-5865 • Fax: 914-947-3047 


info@tslight.comehttp://tslight.com 
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ТАР Members Profess 


Ms, Rosemarie Allaire, [ALD 


Franci: the & Associates Inc 
580 Broadway 

Suite 100 

Laguna Beach, CA 92 

Tel: 949-376-0744 

Fax: 949-376-0747 

allaire& l.cor 


Mr. David Apfel, IALD 
David Apfel Lighting De 
30 West 26 Street 


10th Floor 
New York, NY 10010 
Tel: 212-645-5537 


Fax: 212-645-028. 


rcarchl&aol.com 


Mr. Dough ALD 
68 Avr Stree 

Newpce RI 

Tel; 401-846-910 

Fa 46-9101 

Mr. Lowell B. Barnh ) 


Jarnhart-Shuckburgh Ltd 


PO Box 90218 


Honolulu, HI 96835 

Tel: 808-524-7957 

Fax: 808 

Mr. Lawrence Bartlett, IALD 
Bartlett Des 

1 Front Stree 


PO Box 230 


ME 0453 


bartdes@gwi.r 


Ms. Leonor Bedel, [ALD 
Leonor Bedel & Associates 


Ау. Garay i, Piso - DTO 
Buenos Aires, 1153 
Argentina 
Tel: 361.9792 

сог 
Mr. James Benya, [ALD 
Pacific 
5441 SW 1 
Suite 401 
Portland, OR 


Fax: 503-2 


works.com 


jim@pacificli 


Mr. Stephen Bernstein, LALD 


Cline Bettridge Bernstein 


ighting 


Design 

30 Wes d Street 

New NY 1001€ 

Te 212-741-3280 

Fax 741-3112 
CBBLD&compuserve.corr 


Viola, IALD 


Ms. Diane Bei 


Lighting Design 
248 Mallard Drive F 

North Wales PA 19454 
Te 


06-1 


ix: 215-489-5345 


Francesca Bettridge, [ALD 


Bernstein Lighting 


Fax; 212-7: 


CBBLD@compuserve.con 


Mr. David Віга, [ALD 
Vision Design Studio 

566 Little Collins Street 
Melbourne, Victoria 3000 
Austral 


Te 9615 3222 


9629 3929 


melb@visiondesi 


con 


Bolton-Karasik, [ALD 


Group 
е Avenue 
i610 
505 

Fax: 510-268-9523 


karasik417@aol.com 


Mr. Alfred R. Borden, IV, IALD 


The Lighting Practice, Inc 


Chestnut Street 


PA 19106-3/ 


М: 3šarbara Bou 


& Associate 


3811 Turtle Creek Boulevard 


75219 
Tel: 214-520. 


Fax: 214-520-0581 


RO 


Xbouyeabaol.com 


Ms, Susan Brady, IALD 


Susan Brady Lighting Design Inc 


Sui i 
New York 

Te 

F 212-3 

sbld@aol.cor 


indston, FIALD 
H.M. Brandston & Partners, Inc 
141 West 24th Street 

New York, NY 10011 

Tel; 212-924-4050 

Fax; 212-691-5418 


howard@hmbp.com 


Mr, How 


Mr. John Brass, IALD 
ch & Development 
The Alameda, #2 
San Anselmo, CA 9496 


Ms. E. Teal Brogden, IALD 
HortonoLees Lighting Design 
3834 Willat Avenue 

Culver City, CA 90232 

Tel: 310-837-0929 

Fax: 310-837-0902 
HLLDILA@aolcom 


Ms. Denise Bruya-Fong, [ALD 


ighting 


Candela Architectural 
720 Olive Way 

Suite 1400 

Seattle, WA 98101-1853 
Tel: 206-667-0511 

Fax: 206-667-0512 
dbf@candela.com 
www.candela.com 


Mr. Randy Burkett, [ALD 
Randy Burkett Lighting Design, 
Inc 

127 Kenrick Plaza 

Suite 207 

St. Louis, MO 63119 


Tel: 314-961-6650 


I 


rburkett@msn.com 


C 


Mr. James Callahan, IALD 
Lighting and Design ( consultants 


314-961-7640 


555 South Palm Canyon Drive 
Palm Springs, CA 92264 
Tel: 760-320-5599 


Fax: 760-325-6708 


Mr. Frank Callahan, [ALD 
Hefferan Partnership 
2201 Monaco Parkway 
Denver, CO 80207 

Tel: 303-447-3566 


Fax: 303-449-8 


Mr. William Campbell, IALD 
6704 Columbine Way 

Plano, TX 75093-631 
Tel: 972-306-5262 


bc724@aol.com 


Mr. Anthony Carango, IALD 
Vitetta Group 

642 North Broad Street 
Philadelphia, PA 19130 


Ms. Carol Chaffee, IALD 
Carol Chaffee Associates 
275 Market Street, Suite 1001 
Minneapolis, MN 55405 

Tel: 612-342-0100 

Fax; 612-342-0123 


cachaffe@aol.com 


Ms. Barbara Cianci Horton, IALD 
HortonoLe 
200 Park Avenue South 
Suite 1401 

New York, NY 10003-1552 


Tel: 212-674-5580 


s Lighting Design 


Fax 
bhorton14@aol.com 


IALD 


The International Association of 
Lighting Designers 


The International Association of Lighting Designers is an internationally recognized organization dedicated 
solely to the concerns of independent, professional lighting designers. Founded in 1969, the IALD now has 
nearly 600 members worldwide. As the only global organization that focuses on lighting design, the IALD pro- 
vides a worldwide forum for the accomplished lighting designer as well as those just entering the profession. 
The IALD strives to set the global standard for lighting design excellence by promoting the advancement and 
recognition of professional lighting designers. Governed by a 10-member Board of Directors, the IALD is a 
volunteer organization that relies on the active participation of its members. 


Qualifications for [ALD membership vary by membership level, Professional membership is limited to lighting design- 
ers with a minimum of four years of senior design experience and is based upon completion of a peer review of select- 
ed projects. Associate membership is available to all other practicing lighting designers. The IALD welcomes Affiliate 
members who are design professionals from related fields, teachers of lighting and members of the press. Those in man- 
ufacturing, sales or utilities are not eligible for membership. All ALD members subscribe to the IALD Standards of Ethical 
Practice, Vision and Mission. 

IALD members are recognized through member referrals, use of the IALD acronym and public awareness programs. 
The Association supports its members through professional development and continuing education by providing infor- 
mation related to professional business standards and through its internship program, which brings qualified young peo- 
ple into the field of lighting design. Through the [ALD Internship Program, qualified students have the opportunity to 
learn about architectural lighting design while working with a professional design firm, and IALD member firms have 
access to talented assistants. 

The IALD is actively involved in many industry activities including: 

Energy policy. The IALD monitors and influences energy standards throughout the world. These efforts involve pub- 
lic education, consultation to code-writing authorities and regul огу agencies and participation in projects related to 
lighting quality and lighting energy. The IALD also offers technical assistance to members of the association on energy- 
related issues 

Awards program. The Lighting Design Awards Program, established in 1983, recognizes lighting projects which dis- 
play high aesthetic achievement backed by technical expertise. Designers from around the world have been recognized 
for their excellence. 

Metrics of quality. The IALD is working to improve lighting quality through the development of situation models of light- 
ing comfort and effectiveness which will form the basis of research and the establishment of minimum quality for design. 

Lighting design seminars. As part of its commitment to improving the quality of lighting design, the IALD provides 
educational ions on lighting developments at its own conferences, trade shows and meetings, and at the request of 
other organizations. 

Additionally, the IALD actively participates in several lighting trade fairs around the world, provides annual scholar- 
ships and grants to students and researchers in the area of lighting design and formed The Lighting Industry Resource 
Council (LIRC) in 1996 to provide a forum for [ALD members and lighting manufacturers to discuss current topics, trends 
and issues in the lighting area. The LIRC adds a critical dimension to IALD activities and improves the quality of light- 
ing overall. Currently, the LIRC is developing Specification Integrity Guidelines. 

All IALD members receive JALD News, a bi-monthly publication issued to maintain communication among the mem 
bership, as well as a directory of IALD and LIRC members. 

To search a directory of lighting designers and view a calendar of events and announcements regarding the intern- 
ship program and job opportunities, visit our website at www.iald.org. 

То learn more about the IALD, contact Morag Fullilove at (312) 527-3677, fax (312) 527-3680. 


Ms. Nancy E. Clanton, IALD 
Clanton and Associates, Inc. 
4699 Nautilus Court South 
Suite 102 

Boulder, CO 80301 

Tel: 303-530-7229 

Fax: 303-530-7227 
classoc@ix.netcom.com 


Mr. Carroll Cline, FIALD 

Cline Bettridge Bernstein Lighting 
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Mr. Ross De Alessi, [ALD 

Ross De Alessi Lighting Design 
2815 Second Avenue, 

Suite 280 

Seattle, WA 98121 

Tel; 206-441-0870 

Fax: 206-441-9926 

DEAL @aol.com 
www.rosslight.com 


Mr. John D. Decker, [ALD 
Passamonte Lighting Design, Inc 
28075 Avenue Stanford 
Valencia, CA 91355 

Tel: 805-775-8200 

Fax: 805-775-9927 
pldjohn&aol.com 


Mr. J. A. DiBernardo, IALD 
Hillmann DiBernardo & 
Associates Inc. 

118 East 25th Street 

New York, NY 10010 

Tel: 212-529-7800 

Fax: 212-979-9108 
Jad@hdaltg.com 


Ms. Helen K. Diemer, [ALD 
The Lighting Practice, Inc. 
128 Chestnut Street, 

Suite 401 

Philadelphia, PA 19106 

Tel: 215-238-1644 ext. 212 
Fax; 215-238-1674 
tlpphi&voicenet.com 


Mr. Anthony Dowthwaite, IALD 
NDY Light 

PO Box 271 
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Australia 

Tel: 75.5387611 

Fax: 75.5381497 
ndygc@ndy.com.au 
www.ndy.com 
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Interface Engineering 
6542 S.E. Lake Road 
Milwaukie, OR 97222 
Tel: 503-659-6394 

Fax: 503-659-9029 
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www.ieice.com 
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Mr. Jules Fisher, IALD 

Fisher Marantz Stone Architectural 
Lighting 

126 Fifth Avenue 

New York, NY 10011 

Tel: 212-691-3020 

Fax; 212-633-1644 


Ms. Rhomney Forbes-Gray, IALD 
Light Brigade 

70 Orchard Park Blvd. 

Toronto, Ontario N4L 3E2 
Canada 

Tel: 416-694-1747 

Fax: 416-694-1747 


Ms. Mary Claire Frazier, ALD 
Candela Architectural Lighting 
720 Olive Way, 

Suite 1400 

Seattle, WA 98101-1853 

Tel; 206-224-3635 

Fax: 206-667-0512 
mef@candela.com 
www.candela.com 


Mr. Larry L. French, IALD 
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225 Green Street 

San Franci. CA 94111 

Tel: 415-392-7528 

Fax: 415-392-7530 
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www.auerbachconsultants.com 
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Design 
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Brooklyn, NY 11215 

Tel: 718-788-1635 

Fax: 718-788-1715 
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1234 East Burnett Street 
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Tel: 562-989-3843 

Fax: 562-989-3847 
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Mr. Philip Gabriel, [ALD 
Gabriel/design 

109 Murray Street 

Ottawa, Ontario KIN 5M5 
Canada 

Tel: 613-241-1822 

Fax: 613-241-3197 
gabriel&magi.com 


Mr. Patrick M. Gallegos, IALD 
Gallegos Lighting Design 
8132 Andasol Avenue 
Northridge, CA 91325 

Tel: 818-343-5762 

Fax: 818-343-2041 
gallegos@pacbell.net 


Mr. Donald Gersztoff, IALD 
Lighting Design Alliance 
1234 East Burnett Street 
Long Beach, CA 90806-3510 
Tel: 562-989-3843 

Fax: 562-989-3847 
wgslight&aol.com 


Ms. Patricia Glasow, IALD 
Auerbach * Glasow 

225 Green Street 

San Francisco, CA 94111 
415-392-7528 

Fax: 415-392-7530 
pglasow@auerbachconsul- 
tants.com 
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Mr. Domingo Gonzalez, [ALD 
Domingo Gonzalez Design 
47 Ann Street 

New York, NY 10038-2408 
‘Tel: 212-608-4800 

ax: 212-385-9160 
dgd@nyotnet 


Mr. Joseph M. Good, IALD 


South Main Street, 

- 300 

lt Lake City, UT 84111 

1: 801-328-5151, ext. 8465 
Fax: 801-328-5155 
jmgood3@spdesign.com 
www spdesign.com 
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Mr. Gary Gordon, IALD 
Gary Gordon Architectural 
Lighting 

136 West 21 Street, 

6th Floor 

New York, NY 10011-3212 
Tel: 212-627-5200 

Fax; 212-627-5202 
garygordon@worldnet.att.net 


Mr. Stefan Graf, IALD 
Illuminart 

404 North River 
Ypsilanti, MI 48198 
Tel: 734-482-6066 

Fax: 734-482-0324 
ILLUMINAR@AOL.COM 
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Grenald Waldron Associates 
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Tel: 610-667-6330, ext. 24 
Fax: 610-667-7658 
rg&gwaltg.com 
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Mr. Barry Hannaford, [ALD 
DPA Lighting Consultants 

45 St Olav's Court, Lower Road 
London, England SE16 2XB 
UK 

Tel: 171.252.3372 

Fax: 171.252.3251 
bh@dpalighting.com 
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Goldwell Design Consultants 
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Suite D 

епа, GA 30060 

: 770-514-8575 

Fax: 770-514-8366 


Mr. Mark Harris, [ALD 
Kugler Tillotson Associates 
49 West 38th Street 

New York, NY 10018 

Tel: 212-382-2100 ext.31 
Fax: 212-730-4412 
MH@KuglerTillotson.com 
www. Kugler. Tillotson,com 
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Syska & Hennessy 

11 West 42nd Street 
New York, NY 10036 
Tel: 212-556-3465 

Fax: 212-556-3236 


Mr. Steven Hefferan, [ALD 
Hefferan Partnership Inc. 

836 10th Street 

Boulder, CO 80302 

fel: 303-447-3566 

ax: 303-449-8227 
steven@hefferanpartnership,com 


Mr. Paul Helms, IALD 

PHA Lighting Design, Inc. 
1765 Homestead Avenue NE 
Atlanta, GA 30306-3135 

Tel: 404-892-0176 

Fax: 404-892-4090 
phatl@mindspring.com 


Mr. Haldane E. Hilbish, [ALD 
Maguire Hilbish Associates 
402 Peebles Street 
Sewickley, PA 15143-1826 
Tel: 412-749-0533 

Fax: 412-749-0523 
heh@mha-lighting.com 
www.mha-lighting.com 


Mr. Carl Hillmann, [ALD 
Hillmann DiBernardo & 
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118 East 25th Street 
New York, NY 10010 
Tel: 212-529-7800 

Fax: 212-979-9108 
CHH@hdaltg.com 


Mr. Nick Hoggett, IALD 

DPA Lighting Consultants 

Old Church Studios, Clifton 
Deddington, Oxon England OX15 
OPE 

UK 

Tel: 1869.337412 

Fax: 1869.338891 
nh@dpalighting.com 


The Lighting Research Center 


The LRC fosters collaborations of industry, government and other organizations 
to initiate and develop research and education projects that support our mission. 
The LRC' faculty and staff, which includes more than 40 experts in lighting- 
related disciplines, develops customized research and education programs on 
any subject related to lighting technology and the use of light 


Objectivity and quality. Original and objective information about lighting 
loped by the LRC forms the basis of numerous publications, technical 
papers and reports. The LRC's reputation for objectivity and reliability give the 
LRC faculty and staff and sponsors the confidence to incorporate these materi- 


ае 


als into educational and training programs. The LRC is pleased by the number 
of manufacturers, utilities and nonprofit programs using the LRC research and 
publications in their training programs. 

Design evaluation. Lighting design expertise supports LRC testing of lighting 
system performance, efforts to develop model lighting designs and research 
into better solutions for lighting application, After evaluation, these projects and 
other lighting installations by world-renowned designers, can become the basis 
for designs that are energy-efficient and responsive to occupant needs. All the 
results become available to educators, researchers, manufacturers and most 
importantly, lighting specifiers around the world. 

Human performance. The LRC has been known for research in human perfor- 
mance since its inception in 1988, having conducted numerous studies of the rela- 
tionship between lighting and human performance. These studies range from basic 
research on nighttime visions to applied studies of exit-sign visibility in smoke. 

Technology evaluations. The LRC's technology evaluations based on prod- 
uct testing provide the ba 


sis for better understanding of existing lighting tech- 
nologies and for improving knowledge of how to apply and improve lighting 
products. For example, The National Lighting Product Information Program 
demonstrates how technology evaluation and product testing, combined with 
strong communications expertise, can serve the lighting industry; consequent- 
ly, the LRC has shown the importance of a new parameter, Rh/Re, for under- 
standing lamp-ballast compatibility in fluorescent lighting systems. 

Education. Begun in 1990, the Graduate Education program is still the only 
one in the nation to offer the M.S. in Lighting. The LRC's Outreach Education 
program also provides education opportunities for facilities managers, utility 
personnel and other lighting specifiers 

Lighting market development. The LRC's Lighting Transformations program 
provides objective information and resources on the creation, entry and pene- 
tration of energy-efficient lighting products into commercial and residential mar- 
kets, nationally and worldwide. 

Facilities. The LRC's 26,000-sq.-ft. facility includes human factors and tech- 
nology laboratories, design spaces, an applications laboratory, demonstration 
spaces and exhibits. The LRC also maintains state-of-the-art photometry and 
electrical testing facilities, a graphics art center, Internet facilities, and one of the 
most impressive special library collections devoted to lighting in the world. LRC 
faculty and staff also conduct field studies for research projects and lead round- 
table sessions and classes at sites around the world. 

The LRC website www.rc.rpi.edu provides more information about LRC 
activities and detailed descriptions of many LRC projects. 

For more information, contact the LRC at (518) 276-8716, fax (518) 276-2999. 


Mr. Jules Horton, FIALD 
Jules Horton Lighting Consultant 
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Ida@lightingdesignalliance.com 
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Motoko Ishii Lighting Design Inc 
MIL Design House, 5-4-11 
Sendagaya 
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Mr. Glenn Johnson, IALD 
Spectrum Lighting Design 

175 South Main Street, 

Suite 300 

Salt Lake City, UT 84111 

Tel: 801-328-5151 ext. 4206 

ax: 801-328-5155 
gmj@spdesign.com 
www.spdesign.com/resident.html 
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37 West 37th Street 
New York, NY 10018 
Tel: 212-719-1060 

Еа 19-1072 
Annekale@aol.com 


Mr. Hyman M. Kaplan, IALD 
Belden, Inc 

395 MacArthur Boulevard 
San Leandro, CA 94577 

Tel: 510-635-6053 ext. 204 
Fax; 510-635-6142 
hymank@beldeninc.com 


Ms. Addison Kelly, IALD 
U.S. Lighting Consultants 
915 Broadway, 

4th Floor 

New York, NY 10010 
212-673-2 
673-5261 
addison@uslynx.com 
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C.M. Kling & / 
1411 King Street 
Alexandria, VA 22314 
Tel: 703-684-6270 
Fax: 703-684-6273 
emkling]@aol.com 


Mr. Mitchell Kohn, IALD 

Mitchell B. Kohn Lighting Design 
2256 Linden Avenue 

Highland Park, IL 60035 

Tel: 847-433-0840 

Fax: 847-433-0839 
mitch_kohn@aol.com 


Mr. Francis Krahe, IALD 
Francis Krahe & Associates 
580 Broadway, 

Suite 100 

Laguna Beach, CA 92651 
Tel: 949-376-0744 

Fax: 949-376-0747 
fikrahe@fkaild.com 
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49 West 38th Street 

New York, NY 10018 

Tel: 212-382-2100 

Fax; 212-730-4412 
www.KuglerTillotson.com 
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Randy Burkett Lighting 
Design, Inc 
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Suite 207 

St. Louis, MO 63119 

Tel: 314-961-6650 

Fax: 314-961-7640 
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William Lam Inc. 

12 Hawthorn Street 
Cambridge, MA 02138-4830 
Tel: 617-576-4662 

Fax: 617-576-0166 
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NDYLIGHT 

1 Chandos Street, St. Leonards 
Sydney, NSW 2065 


Fa 39.6580 
s.lambert@ndylight.com 
www, ndy.com 
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Robert J. Laughlin & Associates 
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Suite 4H 

Winter Park, FL 32789 

Tel: 407-740-0160 

Fax: 407-629-0411 


Mr. Stephen W. Lees, FIALD 
HortonoLees Lighting Design Inc. 
200 Park Avenue South, 

Suite 1401 

New York, NY 10003-1552 

Tel: 212-674-5580 ext. 26 

Fax: 212-254-2712 
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Joe Kaplan Architectural Lighting 
1901 Avenue of the Stars, 

Suite 1750 


allanl@jkal.com 
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141 West 24th Street 

New York, NY 10011 

Tel: 212-924-4050 

Fax: 212-691-5418 
chou&hmbp.com 


Ms. JoAnne Lindsley, IALD 
Lindsley Consultants Inc. 
31 West 21st Street, 

10th Floor 

New York, NY 10010-6806 
Tel: 212-633-8844 

Fax: 212-633-2224 
jlindsley@Icilight.com 
www Icilight.com 
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Н.Н. Angus & Associates, Ltd 
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Canada 

Tel: 416-443-8200 

Fax: 416-443-8290 
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CUH2A Inc. 
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Tel: 303-447-3566 
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Mr. Stephen Margulies, IALD 
Cosentini Lighting Design 

2 Penn Plaza, 

3rd Floor 
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Mr. Scott Matthews, [ALD 
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Fax: 212-691-5418 
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www.hmbp.com 
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Fax: 415-252-7575 
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Ms, Hayden McKay, FIALD 
Hayden McKay Lighting Design 
31 West 21st Street, 
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New York, NY 10010 

Tel: 212-727-2245 

Fax: 212-727-2253 
hmckay@interport.net 


Mr. Jeffrey A. Milham, FIALD 
Design Decisions 

PO Box 1376 

Vieques, PR 00765 

PR 

Tel: 718-769-7796 

Fax: 718-769-7868 


Ms. Naomi Miller, IALD 
Lighting Research Center 
Rensselaer Polytechnic Institute 
Troy, NY 12180-3590 

Tel: 518-276-8716 

Fax: 518-276-2999 
millen2@rpi.edu 


Mr. David A. Mintz, ПАШ) = 
David A. Mintz Inc. 

330 West 42nd Street, 

13th Floor 

New York, NY 10036-6910 
Tel: 212-563-5553 
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107 Leversee Road 

Brunswick, NY 12182 

Tel: 518-235-4756 

Fax: 510-482-9294 
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The Lighting Design Lab 


The Lighting Design Lab in Seattle, WA is the premiere independent lighting center in 
the United States. Founded by a coalition of over a dozen electric utilities, conserva- 
tion groups and educational organizations, it opened for business in 1989. Since 
then, over 5,000 designers and specifiers have used the Lab's services. Focusing on 
lighting in the Pacific Northwest region of North America, the Lighting Design Lab 
helps with commercial and residential lighting and daylighting, Services are provid- 
ed in Washington, Oregon, Idaho, Montana and British Columbia. Recently, the 
Lighting Design Lab signed a Memorandum of Understanding with the United States 
Department of Energy to provide technical assistance and training to Federal 
Facilities in Alaska and Hawaii, as part of the Federal Energy Management Program. 


The Lab's goal is to promote quality lighting as the design goal and show clients 
how to use efficient products and design techniques to meet that goal. The Lighting 
Design Lab is a 10,000-sq.-ft. tool for lighting designers, architects, engineers, facil- 
ity managers, electric utility staff, contractors, students and homeowners. Lab ser- 
vices include lighting consultations, mock-ups, application vignettes, classes and 
workshops, daylight modeling, software training and a technical library. The 
Lighting Design Lab is not a lighting design firm—it does not specify, manage pro- 
jects or sell lighting products. Instead, it supports those activities by assisting the 
construction community in learning about lighting options 

The original conception of the 


ab was as a showcase of lighting efficiency, 
demonstrating how off-the-shelf technology could reduce connected electrical 
loads. Lab services evolved to focus on lighting quality because efficiency alone is 


not enough. If a business installs an “ 


fficient" system that does not help them run 
the business productively, it won't stay in very long. But if the business is helped 
in selecting lighting that does meet their needs, and that system is configured to 


be as efficient as possible, then it will remain in place. Quality lighting provides 
winners all around—productive businesses, reduced demand on electrical distrib- 
ution systems and an improvement in everyone's environmental quality. 

The Lighting Design Lab works with a broad range of groups in achieving its mis- 
sion. A Sustaining Member in the IESNA, the Lab provide: 


a wide range of classes 
on lighting and design, eligible for Continuing Education Credit. It is a partner in the 


Western Energy Centers Council, a group that coordinates activities between the 
energy and lighting centers from California to Canada. Dozens of manufacturers have 
provided the hundreds of fixtures, lamps, ballasts and controls that are on display at 
the Lab. Located on Puget Sound, the Lighting Design Lab has helped local busi- 


nesses that are household names nationwide. A short list of users of Lab services 


includes Boeing, Microsoft, Starbucks, Safeway, Group Health Cooperative, 
PacifiCorp and many others. Lab products include a database of high-quality elec- 
tronic ballasts, TechGuides for design ideas, case studies and a free newsletter. 

For more information, call (206) 325-6314 or fax (206) 329-9532. 


Mr, David Munson, IALD 
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Suite 600 
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Tel: 314-421-2000 
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Ms. Susan H. Murray, IALD 
Palm Beach Lighting Design 
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Tel: 305-444-9273 
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Mr. Robert Newell, IALD 
Robert Newell Lighting Design 
654 North Avenue West 
Westfield, NJ 07090-1432 

Tel: 908-654-9304 

Fax: 908-654-9302 
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Suite 288 
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Fax: 415-982-0171 
janetnolan@aol.com 
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Ms. Mary Peyton, IALD 
Mary Peyton Lighting Consultant 
1216 Kesser Drive 


Fax: 972-517-7451 
Mpeyton517@aol.com 


Mr. Gerd Pfarre, IALD 
Lichtplanug 
Erlenplatz 2 

Munich D-80995 
Germany 

Tel: 89.150.7538 

Fax: 89.150.7539 
lichtplan@aol.com 
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Sylvan R. Shemitz Associates Inc. 
114 Orange Avenue 

West Haven, CT 06516 

Tel: 203-934-3441 

Fax: 203-934-2240 
srsadesign@aol,com 


Mr. Derek Phillips, IALD 

1 Bovingdon Green 
Bovingdon, Hertsfordshire 
England HP3 OLD 

UK 

Tel: 1442.833180 


Mr. Graham R. Phoenix, IALD 
Lighting Design Partnership 
63 Gee Street 

London, England ECIV 3RS 
UK 

Tel: 171.250.3200 

Fax: 171.250.0824 
GPHOENIX@LDP.NET 
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Derek Porter Studios 

15W 19th Street 

Kansas City, MO 64108 

Tel: 816-842-9060 

Fax: 816-842-9061 
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2301 Chestnut Street 
Philadelphia, PA 19103 
Tel: 215-569-6141 

Fax: 215-569-5963 
GPOWER@TKLP.COM 
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New York, NY 10011 

Tel: 212-924-4050 ext. 238 

Fax: 212-691-5418 
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www.hmbp.com 
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Tel: 510-525-3670 

Fax: 510-525-3672 
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Mr. Walter Qualmann, IALD 
Illume Lighting Design Inc. 
550 Starboard Drive 

Naples, FL 34103 

Tel: 941-263-2458 

Fax: 941-263-2698 


Mr. Patrick Quigley, IALD 
Patrick B. Quigley & 
Associates, Inc. 

2340 Plaza Del Amo, 
Suite 125 

Torrance, CA 90501 

Tel: 310-533-6064 

Fax: 310-320-5482 
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Mr. Alexander Radunsky, IALD 
Alexander Radunsky Design, Inc. 
2 South Pinehurst Avenue, #22 
New York, NY 10035 

Tel: 212-740-0763 ext.51 

Fax: 212-740-0763 


Mr. Mark Ramsby, IALD 
PAE Consulting Engineers 
808 SW Third Avenue, 
Suite 300 

Portland, OR 97204-2426 
Tel: 503-226-2921 

Fax: 503-226-2930 
markr@pae-mail.com 
www.pae-mail.com 
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Renfro Design Group. Inc. 
18 West 21st Street, 

Suite 802 

New York, NY 10010 

Tel: 2 -9990 

Fax: 29-9985 
rrenfro&renfrodesign.com 
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Julia Rezek Lighting Design 
1010 Oak Knoll Drive 
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Mr. William Riegel, IALD 
William Riegel Lighting Design 
161 East 91st Street 

New York, NY 10128 

Tel: 212-289-9044 

Fax: 212-348-2778 


Mr. Christopher Ripman, IALD 
Ripman Lighting Consultants 
3 Lexington Street 

Belmont, MA 02178 

Tel: 617-489-3366 ext.22 

Fax: 617-489-5225 
RipmanLC@aol.com 


Mr. Maurizio Rossi, IALD 
Maurizio Rossi Lighting Design 
Via Campi d'Annibale, 91 / 00046 
Grottaferrata, 


Rome 

Italy 

Tel: 6.943.15345 
Fax: 6.943. 5 
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The Lighting Design House 
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UK 

Tel: 181.564.8885 

Fax: 181.564.9398 
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Ms. Sara Schrager, IALD 
Warfel Schrager Lighting 
Architectural Lighting, LLC 
133 Wilton Road West 
Ridgefield, CT 06877-5608 
Tel: 203-438-3735 

Fax: 203-438-1917 
design@ridgefield-ct.com 


Mr. Duane Schuler, IALD 
Schuler & Shook, Inc. 

213 West Institute Place 
Chicago, IL 60610 

Tel: 312-944-8230 
312-944-8297 
dschuler&schulershook.com 
www.schulershook.com 
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Schweppe Lighting Design 
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Tel: 202-337-1903 

Fax: 202-337-0047 
gsadc@gsadc.com 


Mr. Babu M. Shankar, [ALD 
Integrated Lighting Design 

4222 Glencoe Avenue, 

Suite 200 

Marina Del Rey, CA 90292 

Tel: 310-301-7060 

Fax: 310-301-1560 
mailbox@integratedigdesign.com 


Mr. Kevan R. Shaw, IALD 
Kevan Shaw Lighting Design 
4 Baltic Street 

Edinburgh, Scotland EH6 7BW 
UK 


office@kevan-shaw.com 


Mr. Hiroyasu Shoji, ALD 
Lighting Planners Associates Inc. 
5-28-10, Jingu-mae, Shibuya-ku 
Tokyo, 150 

Japan 

Tel: 3.5469.1022 

Fax: 3.5469.1023 
shoji@lighting.co.jp 
www.lighting.co.jp 


Mr. Robert Shook, IALD 
Schuler & Shook, Inc. 

213 West Institute Place 
Chicago, IL 60610 

Tel: 312-944-8230 

Fax: 312-944-8207 
rshook@schulershook.com 
www.schulershook.com 


Ms. Sharlene Shugarman, IALD 
Architectural Lighting by 
Shugarman 

8015 Inverness Ridge Road 
Potomac, MD 20854 

Tel: 301-983-9003 

Fax: 301-983-3818 


| National Council on Qualifications | 
| for the Lighting Professions | 
l | 


NCQLP 


The National Council on Qualifications for the Lighting Professions (NCQLP) is an independent, 
nonprofit corporation established by the lighting industry to develop and implement a voluntary 
certification program. NCQLP's mission is to certify lighting professionals thereby promoting the 
general well-being of the public through effective and efficient lighting practice. The NCQLP and 
its member organizations have established a certification process by which practitioners in light- 
ing and lighting-related fields, through a standardized testing program, demonstrate their knowl- 
edge and experience in lighting. 


The Lighting Certified (LC) program is a voluntary, industry-led effort that recognizes profes- 
sionals who have met specific basic standards as measured by the LC examination, These spe- 
cific standards, set through an intensive peer development and review process, are measured by 
a standardized examination that tests critical knowledge and the application of principles and 
technology to industry-specific practices 

The Lighting Certified (LC) examination is offered annually in November. After two years of 
examinations, more than 650 professionals now hold the LC credenti. 

NCQLP's membership includes organizations and federal agencies; membership is open to 
organizations and associations in lighting and related industries. 


American Society of Interior Designers (ASID) 

zalifornia Energy Commission (CEC) 

Electric Power Research Institute (EPRI) 

Illuminating Engineering Society of North America (IESNA) 
International Association of Lighting Designers (IALD) 
International Facility Management Association (IFMA) 
International Interior Design Association (IIDA) 

Lighting Research Center (LRC) 
National Electric Manufacturers 


sociation (NEMA) 

The National Lighting Bureau (NLB) 

The Nuckolls Fund for Lighting Education 

U.S. Department of Energy-Facilities Energy Management Program (DOE-FEMP) 
U.S. Environmental Protection Agency (EPA) 

U.S. General Services Administration (GSA) 


The development of the Lighting Certified (LC) credential was funded through a 
major grant from the U.S. Environmental Protection Agency (EPA). Additional sig- 
nificant support has been provided by the Department of Energy-Federal Energy 
Management Program (DOE-FEMP), International Association of Lighting 
Designers (IALD), International Illuminating Engineering Society of North 
America (IESNA) and the California Energy Commission (CEC). The NCQLP 
also receives extensive support from manufacturing and lighting companies. 
For additional information, contact the NCQLP at (301) 654-2121, by fax at 
(301) 654-4273, through its website www.ncglp.org., or by mail at 4401 East- 
West Highway, Suite 305, Bethesda, MD 20814 


Mr. Robert Singer, IALD 
Robert Singer & Associates Inc 
0028 Vega 


Carbondale CO 81623 


Tel: 970-963-5 


www.RSAINC@ROF.NET 


ichael J. Smith, IALD 
Michael John Smith Lighting 
Consultant 

5120 Woodway, 

Suite 9033 

Houston, TX 77056 

Tel: 713-850-1488 

Fax: 713-850-7525 
mijslight@aol.com 


Mr. Michael Souter, IALD 
Luminae Souter Lighting Design 
1740 Army Street 


Mr. Jonathan Speirs, [ALD 
Jonathan Speirs & Associates 
Well Court Hall, Dean Village 
Edinburgh, Scotland EH4 3BE 
UK 

Tel; 131.226.4474 

Fax: 131.220.5331 
jsa@lightarch.com 

www lightarch.com 


Ms. Sandra Stashik, [ALD 
Grenald Waldron Associates 
PO Box 525, 260 Haverford 
Avenue 

Narberth, PA 19072-0525 
Tel: 610-667-6330, ext. 11 
Fax: 610-667-7658 
smstash&gwaltg.com 


Mr. Gary Steffy, FIALD 
Gary Steffy Lighting Design 
2900 South State Street, 


Suite 12 
Ann Arbor, MI 48104 
Tel: 734-747-6630 


Fax: 734-747-6629 


garysteffylightingdesignGRS@ 


msn.com 


Ms. Corrine Strumpf, [ALD 
G 
24 Shore Drive 

Long Branch, NJ 07740 
Tel: 732-923-9800 

Fax: 732-923-9801 
COREY47@aol.com 


T 


rrine Strumpf Lighting Design 


Mr. Andre Tammes, [ALD 
Lighting Design Partnership 
PO Box 192 

Chatswood NSW 2057 
stralia 

2.9412 2288 

x: 29415 1818 
atammes@ldp.net 


Mr. Charles K. Thompson, [ALD 


Archillume Lighting Design Inc 
3701 Executive Center Drive, 


Suite 150 

Austin, TX 78731 
Tel: 512-346-1386 
Fax: 512-346-1387 


ckt@archillume.com 


Mr. Luke Tigue, IALD 
Tigue Lighting 

1518 Walnut Street, 
Suite 1206 
Philadelphia, PA 19102 
Tel; 215-790-0230 
15-545-6115 


Fax: 
tigue-light@msn.com 


Ms. Suzan Tillotson, IALD 
Kugler Tillotson Associates 

49 West 38th Street 

New York, NY 10018 

Tel: 212-382-2100 

Fax: 212-730-4412 
www.ST@KuglerTillotson.com 
www.KuglerTillotson.com 
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Mr. Lee Waldron, IALD 
Grenald Waldron Associates 
PO Box 525, 260 Haverford 
Avenue 

Narberth, PA 19072-0525 
Tel: 610-667-6330 

Fax: 610-667-7658 
leew@gwaltg.com 

www. gwa.com 


Mr. William B. Warfel, IALD 
Warfel Schrager Architectural 
Lighting, LLC 

85 Willow Street 

New Haven, CT 06511 

Tel: 203-776-8784 

Fax: 203-773-0206 
wbwarfel&worldnet.att.net 


Mr. Scott M. Watson, IALD 
Scott M. Watson Inc 

15200 Shady Grove Road, 
Suite 350 

Rockville, MD 20850 

Tel: 301-869-8800 

Е 301-869-8802 
smwiald@aol.com 


Ms. Lesley Wheel, FIALD 
Lighting Design Alliance 
3468 Meier Street 

Los Angeles, CA 90066 
Tel: 562-989-3843 

Fax: 562-989-3847 
wgslight@aol.com 


Mr. Randall D. Whitehead, IALD 


Randall Whitehead International 


1246 18th Street 

San Francisco, CA 94107 
Tel: 415-626-1277 

Fax: 415-255-8656 
rdw@randallwhitehead.com 
www. randallwhitehead.com 


Ms. Connie Whiteley, [ALD 
Lighting By Design Inc. 
680 Lake Shore Drive, 
Suite 923 

Chicago, IL 60611 

Tel: 312-988-7878 

Fax: 312-988-7896 


Ms. Pamela Hull Wilson, IALD 
Lighting Consultant 

1136 Commerce Street 

Suite 230 

Dallas, TX 75226 

Tel: 214-821-9900 

Fax: 214-821-9526 


Mr. Gary Woodall, IALD 
Gary Steffy Lighting Design 
2900 South State Street, 
Suite 12 

Ann Arbor, MI 48104-6772 
Tel: 734-747-6630 

Fax: 734-747-6629 
giw-gsldmsn.com 
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Mr. J.K Yao, IALD 


Chroma 33 Architectural Lighting 


Design 
9B 37 Jen Ai Road Sec. 4 


Taipei, 
Taiwan 
Tel: 2.752.8119 


Mr. Bruce Yarnell, [ALD 
Yarnell Associates, Architectural 
Lighting Design 

12616 West 71st Street 
Shawnee, KS 66216 

Tel: 913-268-9206 

Fax; 913-268-4468 
YARNELL_ASSOC@HOT- 
MAIL.COM 


Ms. Patricia Yorks, [ALD 
Lighting By Patricia Yorks 
Designs 

25 Casco Point Road 
Wayzata, MN 55391 

Tel: 612-471-7007 

Fax: 612-471-7007 
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Ms. Galina Zbrizher, IALD 
Reid Crowther & Partners Ltd. 
4170 Still Creek Drive, 

Suite 300 

Burnaby BC V5C 6C6 

Canada 

Tel: 604-298-6181 

Fax: 604-294-8597 
www.reid-crowther.com = 
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Ms. Katherine C. Abernathy 
able Light Inc 


450 Harrison Ave. # 226 


25 


728-2098 
ilablelight.com 
www.availablelight.com 


Mr. Gregory J. Adams 

Clanton and Associates, Inc. 

4699 Nautilus Court South, Suite 102 
Boulder, CO 80301 

Tel: 303-530-7229 

Fax: 303-530-7227 


classoc&ix.netcom.com 


Mr. Alan Allegretto 

Parsons Corporation 

110 William Street, 12th Floor 
New York NY 10038 

Tel: 212-266-8412 
212-266-8536 
Alan_Allegretto@parsons.com 
www.parsons.com 


Mr. David Amster 

Integra Design Group 

One Ingram Blvd. 

La Vergne, TN 37086 

Tel: 615-287-5952 

Fax; 615-287-5960 

David. Amster@integradesign.com 
www. integradesign.com 


Mr. Gordon Anson 

National Gallery Of Art 

DID, 6th & Constitution Avenue, NW 
Washington, DC 20565 

Tel: 202-842-6065 

Fax: 202-842-6674 

ganson@nga.gov 


Mr. Carlos Antillon 

AM Partners Inc 

3284 Barham Blvd., #302 
Los Angeles, CA 90068-1455 
Tel: 213-878-0973 

Fax: 310-392-2869 
idguy@earthlink.net 
www.ampartners.com 


Ms. Laura Antonow 

Oxford Lighting Consultants 
2203 University Avenue 
ford, MS 38655 

Tel: 601-234-4981 

Fax: 601-281-8158 
olc&teclink.net 


Ms. Marie Armstrong 

DPA Lighting Consultants 

The Old Church Studios, Clifton 
Deddington, Oxon England OX15 
OPE 

U 

Tel: 1869.337412 

Fax: 1869.338891 


Mr. Jack Bailey 

Cosentini Lighting Design 
2 Penn Plaza, 3rd Floor 
New York, NY 1011 

Tel: 212-615-3600 

Fax: 212-615-3700 


Mr. Tony C. Baker 

Capitol City Design 

3480 Industrial Blvd, Suite 102 
West Sacramento, CA 95691 
Tel: 916-375-0135 


Mr. James Baney 
Schuler & Shook, Inc 

213 West Institute Place 
Chicago, IL 60610 

Tel: 312-944-8230 

Fax: 312-944-8297 
jbaney@schulershook.com 
www.schulershook.com 


Mr. Edward Bartholomew 
Prism Lighting 

221 Main Street 

San Francisco, CA 94105 
Tel: 415-247-9910 

Fax: 415-247-1169 
prism@arch-light.com 


Ms. Faith E. Baum 

David A. Mintz Inc 

330 West 42nd Street, 13th Floor 
New York, NY 10036-6910 

Tel: 212-563-5553 

Fax: 212-967-4098 
damltg&aol.com 


Ms. Susan R. Beganskas 
RL Design Associates 
3393 Fourth Street 
Oceanside, NY 11572 
Tel: 516-536-4462 ext. 4 
Fax: 516-536-6069 


Mr. Terry R. Bell 

Newcomb & Boyd Lighting Design 
Group 

One Northside 
Atlanta, GA 30318-7761 

Tel: 404-352-6803 

Fax: 404-352-1826 
Tbell&newcomb-boyd.com 
www.newcomb-boyd.com 


Ms. Sylvia Rae Bistrong 

ISP Design, Inc 

9245 SW 158 Lane, Suite 202 
Miami, FL 33157 

Tel: 305-278-1565 

Fax: 305-255-7541 
ispdesign&earthlink.net 


Mr. Eric Bluebond 
NSWCCD- 
Code 9524 
77H 
Philadelphia, PA 19112-5083 
Tel: 215-897-8510 

Fax: 215-897-8509 
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iber Optic Lab Building 


Ms, Bethsabe Bockman-Pedersen 
Bethsabe Pedersen Designs 

101 Bay Point Drive N.E. 

St. Petersburg, FL 33704 

Tel; 813-898-1226 


Mr. Richard Bolt 

DPA Lighting Consultants 

Old Church Studios, Clifton 
Deddington, Oxon England OX15 
OPE 

UK 

Tel: 1869.337412 

Fax: 1869.338891 
dpa@dpalighting.com 


Mr, Christopher Bowsher 
CBAL 

720 21st Street, #4 
Hermosa Beach, CA 90254 
Tel: 310-798-8706 

Fax: 310-798-4306 


Ms, Suzanne E. Branch 

LuM 

3535 Travis Street, Suite 260 LB-102 
Dallas, TX 75204 

Tel; 214-528-9023 

Fax: 214-522-1480 
sbranch@lum-dal,com 


Mr, Emilio Bras 
Milwaukee Public Museum 
800 West Wells Street 
Milwaukee, WI 53233 

Tel: 414-278-2765 

Fax: 414-278-6100 
emilio@mpm.edu 


Ms. Deborah A. Brennan 
Indianapolis Museum of Art 
1200 West 38th Street 
Indianapolis, IN 46208 

Tel: 317-923-1331 

Fax; 317-926-8931 


Mr, Mark Breton 

DPA Lighting Consultants 

The Old Church Studios, Clifton 
Deddington, Oxon England OX15 
OPE 

UK 

Tel: 1869,337412 

Fax: 1869.33889 
mb@dpalighting.com 


Mr. Phillip Brophy 

Vision Design Studio 

112 Robinson Road, #14-00 DBS 
Finance Building 

Singapore 58902 

Tel: 55.224.2885 

Fax: 55.224.9025 
phillipbrophy@pacific.net.sg 


Mr. Stephen A. Brown 
Vision Design Studio 
566 Little Collins Street 
Melbourne, Victoria 3000 
Australia 

Tel: 3.9615 3222 

Fax: 03.9629 3929 
vdsmelb@vision.com.au 


Ms. Julia Brown 

Lighting Consultancy Ltd. 

7 Molesford Road, Parsons Green 
London, England SW6 4BX 

UK 

Tel; 171.610.6875 


Ms. Cynthia L. Burke 

Burke Lighting Design 

8305 Vickers Street, Suite 101 
San Diego, CA 92111 

Tel; 619-292-7097 
619-292-5935 
cburkelighting@msn,.com 


Mr, Russell Burns 
533 Ash Street 
Johnstown, PA 15902 
Tel: 814-536-7300 


Ms, Lori Bush 

PLUG 

8017 Melrose Avenue 
Los Angeles, CA 90046 
Tel: 213-653-5635 


Mr. Paul Butler 

5850 Sky Pointe Drive, Apt. 2080 
Las Vegas, NV 89130 

Tel: 702-658-7925 

7 58-7925 
.UMENGSKYLINK.NET 
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Mr. Thomas A. Carlins 

Carlins Consulting 

8005 Broadlawn Drive 
Pittsburgh, PA 15237-4152 

Tel; 412-369-9735 

Fax: 412-369-9736 
carlinsconsulting@worldnet.att.net 


Mr. Bozidar Celinic 
CB Design 

Mosorska 16 

Zagreb, 10 000 
Croatia 

Tel; 1-328387 

Fax; 1-328387 
bcelinic&public.srce.hr 


Mr. Ban Hing Chan 
Dimension Lighting Design 
R-A-16, Jalan Pandan Indah 25 
Taman Pandan Indah, Kuala 
Lumpur 55100 

Malaysia 

Tel: 3-9647486 

Fax: 3-9647486 
machan@pe,jaring.my 


Ms, Belinda Chin Quan 

Level 1, 99 Commercial Road 
South Yarva, Victoria 3141 
Australia 

Tel: 3.9886.0580 
Fax03.9886.0580 


Mr. William Chui 

73 Repulse Bay Road 
Hong Kong, 

China 

fel: 852.870.2288 
852.5 
wainfo@williamartists.com.hk 
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Ms. Mollie a 
Lumenations, Inc. 

22757 Woodward Avenue, 
Suite 220 

Ferndale, MI 48220 

Tel: 248-584-0358 

Fax: 248-584-0359 
Lumenations@compuserve.com 


Mr. Frank Clark 

Strand Lighting (Canada) Inc. 
2430 Lucknow Drive, # 15 
Mi uga, Ontario L5S 1V3 


-7130 
ах: 905-677-6859 
frank@strand.ca 
www.strand,ca 


Mr. Michael L. Claypoole 
Claypoole Design 

RED #1 Box 2020 
Skowhegan, ME 04976 
Tel: 207. -8000 

Fax: 207-474-0543 
cdligee@gwi.net 


Mr, David Clinard 
American Museum of Natural 
History 


Central Park West @ 79th Street, 


hibitor Dept 

New York, NY 10024 
Tel: 212-769-5327 
Fax: 212-769-5426 
clinard@amnh.org 


Ms. Judith T. Collins 

'T Collins Ligthing Design 
s Blvd, «10-224 
Incline Village, NV 89451 
Tel: 702-833-2836 
702-833-2903 
deoll27@aol.com 


Melissa A. Conchilla 
all Konkel & Kimball 
Consulting Engineers 
7350 E. Progress Placd 
Englewood, CO 80111 
Tel: 303-721-6600 

Fax: 303-721-0200 
mconchilla&mkk.eng 


Mr. Jim Conti 

Jim Conti Lighting Design 
505 Court Street, Suite 7B 
Brooklyn, NY 11231 

Tel; 718-403-0306 

Fax: 718-222-1681 


Ms. Stephanie Conway 
Boullion, Inc. 

700 Fifth Avenue, Suite 5800 
le, WA 98104 
208-682-3910 

ax: 208-682-3916 


Mr. Gary Cooper 
Cooper Designs 

2209 Hill Avenue 

all Township, NJ 07719 
Tel: 732-280-2486 

Fax: 732-280-2486 


Mr. James C. Coppola 
Stratosphere Hotel & Casino c/o 
James Coppola 

5601 Partridge Bluff Street 

Las Vegas, NV 89130 

Tel: 702-655-5846 


Ms, Olivia Corcos 

Ol Corcos Lighting Designer 
547 Avenue Louise 

Brussels, 1050 

Belgium 

Tel: 2.641.9255 

Fax: 2.647.6872 


Mr. William Crawforth 

5A Guildown Road 

Guildford Surrey, England GU2 
SEW 

UK 

Tel: 483.571428 


Mr. David M. Crookham 
Musco Mobile Lighting, Ltd. 
P.O. Box 470 

Oskaloosa, 1А 52577 

Tel: 515-673-0491, ext, 2702 
F 515-673-3996 
muscolight@musco.com 
www.musco.com/mobile.html 


Ms, Linda Cummings 
LC/Lighting Consultants 
2472 Bolsover, Suite 200 
Houston, TX 77005 

Tel: 713-524-1200 

F 713-524-1040 
Iclighting@msn.com 
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Mr. Kenneth Daniel 

Ken Daniel Lighting Design, LLC 
157 Calhoun Street 

Washington Depot, CT 06794 
Tel: 860-868-7858 

Fax: 860-868-7883 
KENDLD@aol.com 


Mr. Robert Daniels 
Brilliant Lighting Design 
7339 SW 45th Street, #B 
ami, FL 33155 

Tel; 305-267-0085 

Fax: 305-267-0207 
rdaniels@bellsouth.net 


Mr. Brian Darling 

DPA Lighting Consultants 
Old Church Studios 
Clifton, Deddington, Oxon 
England OX15 OPE 

UK 

Tel: 1869-337412 

Fax; 1869-338891 
dpa@dpalighting.com 


Mr. Philip Darrell 

Philip Darrell Lighting Design 
580 North Main Street 
Stonington, CT 06378 

Tel: 860-535-2118 

Fax: 860-535-2118 
philipd9@idt.net 
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Ms. Nancy Davis 


207 South Lombard Street, 
Oak Park, IL 60302 

Tel: 708-445-9508 

Fax: 312-413-0342 
ndavisQuic.edu 


Ms. Giannina D'Carlly 
Lizardo Alzamora 140, 4501 
San Isidro Lima 27 

Peru 

Tel: 14.424281 
gdcarlly&amauta.rep.net.pe 


Mr, 


Perry M. DeCuir 

ed Design Group Inc. 
544 Avenue A 

Marrero, LA 70072 

Tel: 504-347-5390 


Ms. Carol DePelecyn 
dePelecyn Studio 

114 West Denny Way, #250 
Seattle, WA 98119 

Tel: 206-282-0727 

Fax; 206-282-8952 


Ms. Beth Dickerson 
312 North Main Street 
Fairmount, IN 46928 
Tel: 765-948-5025 


Mr. Michael Docherty 

56 St. Georges Road, Cullercoats 
Tyne & Wear, England NE30 3LA 
UK 

Tel: 191.253.2973 


Mr. Kenneth A. Douglas 

David A. Mintz Inc. 

330 West 42nd Street, 13th Floor 
New York, NY 10036-6910 

Tel: 212-563-5553 

Fax: 212-967-4098 
kdbsh@aol.com 


Ms. Harriet B. Drake 

HBD Ltd, 

4004 SW Scholls Ferry Road 
Portland, OR 97221-1251 
Tel: 503-292-3208 

Fax: 503-292-3260 
hdrake8888@aol.com 


Mr. Richard Dunham 

Dunham Design Associates 

1327 Carpenter Branch Court 
Oviedo, FL 32765 

Tel: 407-366-2662 

Fax: 407-366-2662 
lightingconceptsusa@netscape.net 
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Ms. Phyllis Eckstein 
Cosentini Lighting Design 
2 Penn Plaza, 3rd Floor 
New York, NY 10121 
Tel: 212-615-3847 

Fax: 212-615-3700 


Mr. Daniel E. Edenbaum 
Grenald Waldron Associates 
P.O. Box 525 

260 Haverford Avenue 
Narbeth, PA 19072 

Tel: 610-667-6330 

Fax: 610-667-7658 
de@gwaltg.com 

www, gwatg.com 


Ms. Elizabeth Ehrlich 
National Park Service 
Div. of Exhibits 

Harpers Ferry Center 
Harpers Ferry, WV 25425 
Tel: 304-535-6200 

Fax: 304-535-6176 


Mr. Richard Eisenberg 
RL Design Associates, Inc. 
3393 Fourth Street 
Oceanside, NY 11572 
Tel: 516-536-4462 

Fax: 516-536-6069 
Ridsgn@aol.com 


Mr. Wallace G. Eley 


Crossey Engineering Ltd, 
2255 Sheppard Avenue E., 
Suite, E331 

North York, Ontario M2] 4Y1 
Canada 

Tel: 416-497-3111 


Mr. Rand Elliott 

Elliot * Associates Architects 
35 Harrison Avenue 
Oklahoma City, OK 73104 
Tel: 405-232-9554 

Fax: 405-232-9997 
LGmktg@aol.com 


Ms, Sally Emmerson 

Raven Design Consultants 
6955 Hycroft Road 

West Vancouver, BC V7W 2K6 
Canada 

Tel: 604-921-9400 

Fax: 604-921-6070 
raven@portal.ca 


Mr. Paul Engel 

Lighting Design 

4125 First Avenue 

San Diego, CA 92103-2024 
Tel: 619-296-5215 

Fax; 619-296-4312 
pengel@home.com 


Ms. Erin Erdman 

Patrick B. Quigley & Associates, 
Inc. 

2340 Plaza Del Amo, Suite 125 
Torrance, CA 90501 

Tel: 310-533-6064 

Fax: 310-320-3482 
erinàmail.pbqa.com 
www.pbqa.com 


Mr. Phillip Evola 

Lighting & Environmental Design 
761 Lafayette Avenue 

Buffalo, NY 14222-1449 

Tel: 716-882-2044 
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Ms. Shelley A. Fannin 

Flatow, Moore, Shafferm McCabe, 
Inc 

809 Copper Avenue N. W. 
Albuquerque, NM 87102 

Tel: 505-766-6610 

: 505-764-9861 
shelley-fannin@fmsm.com 


Ms, Carol Feldman 

BNA Consulting Engineers П 
146 Pierpont Avenue 

Salt Lake City, UT 84101 
Tel: 801-532-2196 

: 801-532-2305 
carol@banii.com 


Mr, Michael A. Fink 
Magical Designs 

271 Vanderbilt Avenue 
Brooklyn, NY 11205 
Tel: 718-783-7249 

Fax: 718-783-7748 
magical&interport.net 


Mr. Brian Fisher 

423 Appleton Drive 
Vernon Hills, IL 60061-1711 
Tel: 847-367-0156 


Mr. Randall P. Fisher 
Fisher Marantz Stone 
Architectural Lighting 

126 Fifth Avenue, 4th Floor 
New York, NY 10001 

L 12-691-3020 

: 212-633-1644 
rfisher@fmrs.com 


Ms, Cheryl Flota 

Light'n Up 

1606 New Hampshire Avenue 
NW 

Washington, DC 20009 

Tel; 202-588-5662 

Fax: 202-588-8786 


Mr. J. Christopher Forman 
Arthur Lubetz Associates PC, 
Architects 

357 North Craig Street 
Pittsburgh, PA 15213-1209 
Tel: 412-682-2121 

Fax: 412-682-2151 
chris@lubetz.com 

www. lubetz.com/ 


Mr. Henry Forrest 
Fisher Marantz Stone 
Architectural Lighting 
126 Fifth Avenue 
New York, NY 10011 
Tel: 212-691-3020 
Fax: 212-633-1644 
hforrest@fmrs.com 


Mr. Eugene Frazier 

BSW International 

One West Third Street, 
Suite 100 

Tulsa OK 74103-3505 

Tel: 918-582-877 
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Luna Illumination 
2616 E. 34th 

Tulsa, OK 74105 

Tel: 918-743-0495 


IALD Members 


1999 


Ms. Sarah Johnston 


Electrical Design Associates, Inc. 
3680 West Bellewood Place 
Tucson, Т 85741 


батат. et. com 


Ms. Laura Jones 
Speirs & 
14 West Central Street 
London, England WC 1A 1JH 
UK 

Tel: 171.240-4042 
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Fax: 734-761-1200 


Mr, Gerald R. Martinchek 

Van Zelm Heywood & Shadford 
Inc 

29 South Main Street 

West Hartford, CT 06107-2420 
Tel: 860-521-4329 ext. 327 
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Mr. Michael J. Mutmansky 
Clanton & Associates, Inc 

4699 Nautilus Court South, Suite 
102 
Boulder, CO 
Tel: 3¢ 
Fax: 303-530-7227 
classoe@ix.netcom.com 


N 


Mr. Alvaro Naranjo 
Brockhouse Assocates, P.A 
4241 Aurora Street 

Coral Gables, FL 33146 
Tel: 305-461-0390 

Fax: 305-461-1934 
bbrock@accesspro.net 


30301 


Renee Cooley Lighting Design Inc. 


Mr. Deepi Naru 

NDY Light 

130 Mary Street 

Brisbane, Queensland, 4000 
Australia 


x: 7.3229.54 


dnaru@ndylight.com 
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Tel: 415-982-0101 

Fax: 415-982-0171 
janetnolan@aol.com 


Mr, John Piea 

Sunwise Engineering Td. 

373 Aberdeen Street S.E. 
Medicine Hat, Alberta TIA OR3 
Canada 

408-527-2965 

: 403-527-6867 


Fas 


Mr. Timothy Pike 
Jaros, Baum, & Bolles 
80 Pine Street 

New York, NY 10005 
Tel: 212-530-9300 
Fax: 212-269-5894 
piket@jbb.com 


Mr. Miles Pinniger 

Pinniger & Partners 

No. 6 Church Lane, Godstone 
Surrey, England RH9 8BW 

UK 

Tel: 1883.744377 

Fax: 1883.742745 
Pinniger.Partners&onyxnet.co.uk 
web.onyx.co.uk/PINNIGER.PART- 
NERS-onyxnet.co.uk 


Mr. Nigel Pollard 

NEP Lighting Consultancy 

6 Leopold Buildings 

Bath Somerset, England BA1 5NY 
UK 

Tel: 1225.338937 

Fax: 1225.338937 
nep_lighting@compuserve.com 


Mr. Stanley Z. Pomeranz 
LightTech 

1955 Old Graham Road 
Pittsboro, NC 27312 

7 919-542-5577 

: 919-542-5577 
stanpomeranz@mindspring.com 
www. beachsite.com/light-tech 


Ms. Susan Porter 
Auerbach + Glasow 

225 Green Street 

CA 94111 


Fax: 415-392-7530 
www.auerbachconsultants.com 


Mr. Kevin Poulton 
Lightlab Solutions 

I Unit 1, 56 Smith Road 
Springvale, Victoria 3171 
Australia 

Tel: 3.9546.2188 


www. |sa,com.au 


Ms. Suzanne Powadiuk 
Suzanne Powadiuk Design 

One Benvenuto Place, Suite 406 
Toronto, Ontario M4V 211 
Canada 

Tel: 416-966-4251 

Fax: 416-966-8954 


Mr. Peter Pritchard 
Lighting Designer 

56a Addison Avenue 
London, England W11 4QP 
UK 

Tel: 171.603.3844 


Mr. Howard Procyshyn 

Action Consulting Engineers Inc. 
4 Donald Street South 
Winnipeg, MB R3L 2T7 

Canada 

Tel: 204-284-8551 


Ms. Bobbie Ralley 
Coalescent Consultants 
5773 Venice Blvd. 
Los Angeles, CA 90019 
Tel: 213-933-9431 
Fax: 213-933-2043 


Mr. Jerome Raskin 
CMR Associates 

802 Wyncote House 
Wyncote, PA 19095 
Tel: 215-887-7833 


Ms. Joan Record 

Record Interior Designs 
1679 Hillcrest Drive 
Sheridan, WY 82801-3242 
Tel: 307-674-4919 


Ms, Lynn Redding 
712 Kemp Street 
Missoula, MT 59801 
Tel: 406-728-3903 
Fax: 406-728-3903 


Ms. Lisa J. Reed 

Lighting Design Alliance 
1234 East Burnett Street 
Long Beach, CA 90806-2843 
Tel: 316-262-2691 

Fax: 316-262-3003 
designers@pecl.com 


Ms, Julie С. Reeves 

Lighting Design Alliance 

1234 East Burnett Street 

Long Beach, CA 90806-2843 
Tel: 562-989-3843 

Fax: 562-989-3847 
Ida@lightingdesignalliance.com 


Mr, Wesley Reilly 
Lighting Designer 
241A Nassau Avenue 
Brooklyn, NY 11222 


wesleyr@netscape.net 
www.members.delphi.com/wes- 
leymr 


Mr. lan S. Robinson 

Illumination Pty Ltd 
2 Evans Street 

Balmain, NSW 2041 

Australia 

Tel: 2 9818.1826 

Fax: 2 9818.7826 


Mr. Murray W. Robson 
Haron/Robson Pty. Ltd. 

46 Lyons Road, P.O. Box 330 
Drummoyne, NSW 2047 
Australia 

Tel: 2 9819 6611 

Fax: 2 9819 6665 
hrsydney&oze-mail.com.au 


Ms. Lilian Rodriguez 

Newcomb & Boyd Lighting 
Design Group 

One Northside 75 

Atlanta, GA 30318-7761 

Tel: 404-352-3930 ext. 608 

Fax: 404-352-1826 
lrodriguez@newcomb-boyd.com 
www.newcomb-boyd.com 


Mr. David Roederer 

Oxford Lighting Consultants 
2203 University Avenue 
Oxford, MS 38655 

Tel: 601-234-4981 

Fax; 601-281-8158 
ole@teclink.net 


Mr. Bruce Rogers 

Kuelbs + Rogers 

1421 Leonard Place 
Evanston IL 60201 

Tel: 847-328-2598 
kuelbs-rogers@prodigy.net 


Mr. Daniel Rogers 

Cline Bettridge Bernstein Lighting 
Design 

30 West 22nd Street 

New York, NY 10010 

Tel: 212-741-3280 

Fax: 212-741-3112 
cbbdld&compuserve.com 


Ms. Monika Rokicka 

AHW Lighting 

Level 11, 176 Wellington Parade 
East Melbourne, Victoria 3002 
Australia 

3.9416.4333 


x: 03.9419,0920 


Ms. Shannon L. Romes 
Candela 
720 Olive Way, Suite 1400 
асе, WA 98101-1853 
206-667-0581 

ax: 206-667-0512 
slr@candela,com 


Mr. Vance $. Roth 

VRA Photography 
7575 Tyler Blvd. 
Mentor OH 44060-4869 
Tel: 440-918-1799 

Fax: 440-918-1799 


Mr, Aleksandar Rublek 
Studio Rublek 

Johan Jongkindstraat 25 
1062 CL Amsterdam 
The Netherlands 

Tel: 20.417.3. 
Fax: 20.417.33.34 


Mr. Paul Russo 

Paul Russo Lighting Consultant 
625 East Willow Street 
Syracuse, NY 13203 

Tel: 315-422-8227 

Fax; 315-422-1380 


Mr. Tom Ruzika 

The Ruzika Company 

19762 MacArthur Blvd., #319 
Irvine, CA 92612 

Tel: 949-253-3479 

Fax: 949-250-0181 
ruzika@compuserve.com 
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Ms. Lisa Ryan 
20 Port Hall Place, Brighton 
East Sussex, England BN1 5PN 


: 1273.558682 


Ms. Tania Sagoo 

Tania Sagoo Design 
5240 West Sixth Avenue 
Vancouver, BC V6K 1X8 
Canada 

Tel: 604-736-7753 

Fax: 604-736-7754 


Ms. Marty Salzberg 
535 Links Drive 
Oceanside NY 11572 
Tel: 516-764-9414 
msalzberg@att.net 


Ms. Ann L. Schiffers 
Ann Kale Associates 
37 West 37th Street 
New York, NY 10018 
Tel: 212-719-1060 
212-719-1072 
annkale&aol.com 


Ms. Christine Schmitz 

Design Images 

6967 North Pusch Peak Place 
Tucson AZ 85718 


9- 7372 
schmitz@aol. com 


Mr, Larry Schoeneman 
Designlab Chicago 
806 North Peoria Street 
Chicago, IL 60622 


Inz-fog@ibm.net 


Ms. Leni Schwendinger 

Leni Schwendinger Light Projects 
Ltd. 

459 West 35 Street, Studio B 
New York, NY 10001 

Tel: 212-947-6282 

Fax: 212-947-6289 
leni@interport.net 

www .interport.net/~leni/ 


Ms. Linda Segreto 
Dogwood Road 
орас, NY 10541 
914 7016 


Ms. Heather Seniow 

108 Trayborn Drive 

Richmond Hill, Ontario L4C 4K7 
Canada 

Tel: 905-770-0730 


heather@se niow.com 


Ms. Winifred S 
Beckford-Sensiba Associates 
30 West 10th Street 

New York, NY 10011 

Tel; 212-228-5277 


Mr. Salvador Sevita 

Lightman 

Pedro Ignacio Riveria 
Buenos Aires-Capital Federal 
1428 

Argentina 

Tel: 54-1-543-9115 


Mr. Robert J. Showers 
Robert J. Showers & Associates 


143 Watsonia Road, Watsonia 
Melbourne, Victoria 3087 
Australia 

Tel: 3: 9435. 3056 


bobs@warrandyte.starway.new.au 
Mr. Glenn К. Shrum 
George Sexton Associates 

2 N Street, NW/Fifth Floor 
iaoi; DC 20912 


gsadc@ 


Ms. Adrienne Shulman 


Jaros, Baum, & Bolles 


80 Pine Street 

New York, NY 10005 
Tel: 2 30-9380 
9-5894 
shulman@. jbb.com 


Mr. Samuel Simkins 

m Tech Designs 

1326 Spruce Street, Suite 1803 
Philadelphia, PA 19107 

Tel; 215-985-4586 
pzazz@aol.com 


Mr. Dennis M. Size 
Capital Cities/ABC-TV 
139 West 28th Street, #3E 
New York, NY 10001 
Tel: 212-695-0296 


Mr. Roger J. Smith 

Lighting Dynamics 

4450 North 12th Street, Suite 275 
Phoenix, AZ 85014 

30-0795 

0-9205 

lighting dynamics@msn.com 


Ms. Silvia Souza Mace 
Elichirigoity 

Sylvia Souza Lighting Consultant 
Timoteo dea Costa 528/402 

Rio de Janeiro, RJ 22 
Brazil 


Mr, Walter Spitz 

Creative Designs In Lighting 
1900 East Indian School Road 
Phoenix, AZ 85016 

Tel: 602-248-8282 


Fax: 602-248-8306 


Mr. Harry Spring 

Wank Adams Slavin Associates 
740 Broadway 

New York, NY 10003 

Tel; 2 0-1160 
212-420-8323 


Mr. Richard W. Spry 

DPA Lighting Consultants 

45 St. Olav's Court, Lower Road 
London, England SE16 2XB 


Mr. Brian L. S 
Ove Arup & 
2440 South Sepulveda, Suite 180 
Los Angeles, CA 90064 

Tel: 310-312-5040, ext. 313 

"ax: 310-312-5788 

y@arup.com 
WWw.arup.com 


Mr. Sheldon Steiner 
Flack * Kurtz Lighting Group 
475 DR Avenue 


Fax: 212-532-9672 
steiner@ny.fk.com 


Mr. David S. Story 

David Story Design 

5609 Corson Avenue South 
cattle, WA 98108 
206-764-9815, 
206-764-9404 
GN@WEBTV.NET 


Ms. Megan Strawn 

andela Architectural Lighting 
0 Olive Way, Suite 1400 
tle, WA 98101-1853 

Tel: 206-667-0517 

Fax: 206-667-0512 
www.candela.com 


Mr. Michael A. Svoboda 

i ring Firm, Inc, 

750 Madison Avenue, Suite 500 
Memphis, TN 38104 

Tel: 901-726-0810 

Fax: 901-272-6911 
csvobodaGpickeringinc.com 


Mr, Steve Swafford 
Gresham Smith and Partners 
1400 ? 


sswaf@gspnet.com 


Ms, Monica Szpiro Urban 
Schuler & 5 
213 West Institute Place 
Chicago, IL 60610 

Tel: 312-944-8230 
murban@schulershook.com 
www.schulershook.com 


Mr. Matthew Tanteri 
Tanteri and Associates Inc. 
58 Spring Street, Suite 4 
New York, NY 10012 

Tel: 212-925-8265 

-8268 
tanteri@worldnet.att.net 


Mr. Mark D. 


MDT Engineering and Design 
13100 € Chadbrooke Place 


: 405-720-8588 


Mr. Surasak Teththomya 

Vision Design Studio 

30th Fl, Fortune Tower Bldg., No. 
1 Rama IX Intersection, Dindaeng 
District 
Bangkok, 
Thailand 
Tel: 2.642.11604 
Fax: 2.642.1218 


10320 


Mr. W. James Tetlow 

The Tetlow Co. Inc 

470 Nautilus Street, Suite 209 
La Jolla, CA 92037-1472 

Tel: 619-456-6395 

Fax: 619-456-6396 
jimtetlow@compuserve.com 


Mr. Tim Thomas 

Tim Thomas & Associates, Inc, 
3239 Donald Douglas Loop South 
Santa Monica, CA 90405-3213 
310-313-6709 


T 
Fax: 310-313-6711 
tta2000@best.com 


Mr. Thomas Thompson 
Thomas Thompson Lighting 
Design 

31 West 21st Street, 10th FI 
New York, NY 10010 

Tel: 212-366-1760 

Fax: 212-727-2253 
ttld@interport.net 


Ms, Susan Thorn 
Susan Thorn Interiors, Inc, 
88 North Salem Road 
P.O. Box 187 

Cross River, NY 10518 
914-763-5265 

Fax: 914-763-9041 
THORNINTERIORS@M: 


Ms. Linnaea Tillett 


170 East 80 Street 
New York, NY 10021 
Tel: 212-737-8072 


Mr. Thomas Tolen 
Afterimage 

901 Grayson, Suite 201 
Berkeley, CA 94710 

Tel: 510-883-6100 ext.13 
Fax: 510-883-6116 
tom@image-after.com 


www.image-after.com 


Mr, Michael A. Tortora 
Newcomb & Boyd Lighting 
Design Group 

One Northside 75 

Atlanta, GA 30318 

Tel: 404-352-6803 

Fax: 404-352-1826 
MTORTORAnewcomb- 
boyd.com 


Ms. Janalyn Travis-Messer 
22 Baldwin Road 
Shelter Island, NY 11964 
Tel: 516-749-3236 


Ms. Christie Trexler 

HESM&A 

1299 Northside Drive, Suite 200 
Atlanta, GA 30318 

Tel: 404-881-5300 

404-881-0909 

eml@hesm.com 


Ms. Darryl Tucker 

Helicon Hall Design Associates 
Inc 

2100 Linwood Avenue 

Ft. Lee, NJ 07024 

Tel: 201-944-1212 

Fax: 201-944-8231 


Mr. Christopher Tyler 
Cleveland Museum of Art 
11150 East Blvd. 
Cleveland, OH 44106 

Tel; 216-421-7340 

Fax; 216-421-0411 


V 


Mr. Anverali Valli 

Creative Energy Solutions Inc. 
1500 Don Mills Road, Suite 705 
North York. Ontario M3B 3K4 
Canada 

Tel: 416-483-0400 ext.1 

Fax: 416-383-1234 

energy @eighty20.com 

www. eighty20.cony energy 


Mr. Rogier van der Heide 

Hollands Licht 
jeliersstraat 

Avjsterdam, 1015NG 

The Netherlands 

Tel; 20.427003 

Fax: 20.6201874 

rogier&hlnl.com 

www Hinl.com 


Mr. Ken Ventry 

321 West 29th Street/*4A 
New York, NY 10001 
Tel: 212/244-6945 
hmbandp@aol.com 


Mr. Koert Vermeulen 
Art Concept Technology 
Broekweg 14 
Brussegem, 1785 
Belgium 

Tel: 2.453.0977 

Fax: 2453.2851 
act@euronet.be 


W 


Mr. James Wallace 
Lighting Images Pty. Ltd. 
279 Lord Street, Suite 16 
Perth, West Australia 6000 
Australia 

Tel: 8.9328.4388 

Fax: 8.9328.8458 
litim@ozemail.com.au 


Ms. Birgit Walter 

Н.М. Brandston & Partners, Inc. 
141 West 24th Street 

New York, NY 10011 

Tel: 212-924-4050 ext.233 

Fax: 212-691-5418 
www.hmbp.com 


Mr. Alistair Wandesforde-Smith 

Kugler Tillotson Associates 

49 West 38th Street, 10th Floor 

New York, NY 10018 

2100 ext. 29 
30-4412 

aws@kuglertillotson.com 


Ms. Mary Jo Ward 
Light Solutions 

912 Woodleigh Court 
St. Louis, MO 63122 
Tel: 314-965-4003 
Fax: 314-965-1564 


Mr, Scott Watkowski 
SW, Ltd. 
ic Avenue 


Fax: 973-751-0483 


Mr, Chris Watts 

Lighting Design 

10 Bideford Gardens, Luton 
Bedfordshire, England LU3 1UE 
UK 

Tel: 1582.61931 
chriswattsld@compuserv.com 


Mr. Michael D. White 
Leedy & Petzold Associates 
12970 E. Bluemound Road 
Elm Grove, WI 53122 

Tel; 414-860-1544 

Fax: 414-860-1566 
lightwhite@earthlink.net 


Ms. Bonnie Ann Whitehouse 
Flack + Kurtz Engineering 
359 Ovington Ave/#D8 

New York, NY 11209 

Tel: 718-491-1887 


Mr. Keith Williams 

Smith & Williams 

200 Harmony Ranch Road 
Harmony, CA 93435 

Tel: 805-927-1673 

F: 805-927-1648 
swgroup@tcsn.net 


Mr. Reginald R. Wilson 
Lighting Anal & Design 
32 Carina Road 
Turramurra, NSW 2074 
Australia 

Tel: 2.9488.7078 

Fax: 2.9488, 7078 
regrw@acay,com.au 

www. lightsearch.com/lad 


Mr. Paul F. Wonsek 
Paul Wonsek Asso: 
1793 Shelley Court 
Marietta, GA 30062 
Tel: 770-321-8879 
Fax: 770-321-8876 


Mr. Stephen R. Wright 

Vision Design Studio 

566 Little Collins Street 
Melbourne, Victoria 3000 
Australia 

Tel: 3.9615.3222 

3.9629.3923 
vdsmelb@visiondesign.com.au 


Y 


Ms, Patricia York 

7 Рорру Lane 

San Carlos, CA 94070 
Tel: 650-591-4251 

Fax: 650-591-4727 
piyork@worldnet.att.net 


Ms. Yukiko Yoshida 
Auerbach + Glas 
225 Green Stre 
San Francisco, 
Tel: 415-392-7528 ext.26 

Fax: 415-392-7530 
yyoshida@auerbachconsultants. 
com 
www.auerbachconsultants.com 


Ms. Daina Yurkus 

Light This! 

39 Porter Street 
Somerville, MA 02143 
Tel: 617-666-4442 

Fax: 212-666-1285 
dainay@worldnet.att.net 


Z 


Mr. Steven A. Zilber 

Lighting Consultant 

1701 East 12th Street/16 TW 
Box 44 

Cleveland, OH 44114-3237 
Tel: 216-752-7985 

Fax: 216-752-7986 
zilber@ibm.net m 


special advertising section 


Cherry Tree Design 


Cherry Tree Design introduces the 
Madison Collection, a multi-ringed 
light with fibrous material. The 
framework for the shade material is 
formed from solid cherry, maple or 
walnut woods and is ilable in a 
black lacquer finish on maple. With a 
puzzle-like joinery, the Aurora 
Collection was designed in response 
to our popular Aurora Table Light 
The Shandidasa 
available in a 


Sconce is now 


ADA- 


smaller 
compliant size 


CIRCLE No. 60 


Tango Lighting 


The halogen lamp features a 
metal reflector that rotates 95 
degrees. The ceiling lamp 
provides light d 
and wall 


ctly to ceiling 
Available finishes are 


white, metallic lead or metallic 
Wall 
lamp models are also offered 
Uses one 300W 
halogen lamp. 


gold sconce and floor 


(maximum) 


| Dalfa International 


Fiber Lite is the newest fiber-optic cable featuring Micro- 
Window, which maximizes the brightness of the side glow cable. 


CIRCLE NO. 61 


Top Brass's ADA Fluorescent 
#722BQ, is 22 in 
wide with a 4-in 


Sconce, item 
tall x 12 in 
projection. It uses two compact 
fluorescent bulbs powered by an 
electronic ballast. Other finishes 
are available. This sconce is 
being used in the hallways of 
the new luxury condominium 
apartment building at Two 
Columbus New 
York City 


Avenue in 


CiRCLE NO. 64 
и 


Jolt Lighting 


| Jolt Lighting, Inc.'s 
| innovative Railite is 


designed to mount 
under a binder bin or 
shelf, 
angles to provide ulti- 
| mate lighting of your 
workspace. Infinite 
positioning makes the Railite an e 


sweeping all 


onomic solution for your 

| office lighting environment. The Huron Railite single articulated 

| arm is available to fit almost any furniture manufacturers’ | 
| mounting specification. The base contains а nylon-coated glider 

| that travels along an aluminum extruded rail 


CiRCLE NO. 62 | 


| 
| 
| 


Waldmann Lighting 


The Freestanding Chorus 
Uplighter is ideal for any 
environment where portable, 
indirect ambient illumination 
Four 40WPL-L 
compact fluorescent lamps 
provide >fficient, 
flicker-free illumination. The 
lamps provide a rated life of 
20,000 hours with a light 
output of 3,150 
Available in a 
finishes. 


is desirable 


energ 


lumens 
variety of 
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speczal ad 


Mexico 


Arte de Mexico, а 

leading supplier of 

premium lighting fix- 

tures, has established 

the industry's standard 

in reviving the lost art 

of hand-forged wrought 

iron. The complete lighting collection has grown to include more 
than 400 different lights, available in over 30 distinct hand- 
applied finishes 


CIRCLE NO. 45 


В-К Lighting, Inc. 


B-K announces the completion 
of their new catalog. This 
catalog features over 100 
specification-grade, outdoor 
architectural lighting fixtures. 
Included in the 106-page, four- 
color catalog is CAD infor- 
mation, lamp data, photo 
metrics and more. To receive 
one of the most informative 
detailed and "engineering 
friendly" catalogs in the 
lighting industry, contact B-K 
Lighting today 


CIRCLE NO. 46 


Brownlee Lighting 


One of the largest 

manufacturers of 

energy-efficient 

lighting fixtures has 

upgraded its line 

which is presented 

in the new Decorative 

Collection The 

Brownlee Lighting 

Decorative Collec- 

tion features sconces, 

ceiling luminaires and vanities with a wide variety of decorative 
finishes. Or put our design team to work in providing for your 
innovations. We're ready to serve you. Phone: (800) 318-6768; 
website: www.brownlee.com 


CIRCLE NO. 47 


Industry & Design Light, Inc. 


Flexibility апа 

elegant simplicity. 

The award-winning 

products from 

Industry & Design 

Light (IDL) are 

know for their 

architectonic rigor. 

Designed and manu- 

factured in Germany, 

IDL offers a wide 

assortment of lighting products. The patented Alulite flexible 
rail system (shown) was one of the first cable-free, low-voltage 
rail systems. Also available is 2HIGH!, a new line-voltage rail 
system. Experience flexibility, experience IDL 


CIRCLE No. 48 


The Kirlin Co. 


Kirlin introduces over 
100 new architectural 
luminaires in its New 
Millennium Tungsten 
Halogen and Incan- 
descent Lighting catalog. 
Three-year warranty; UL 
Listing for wet locations 
standard; low brightness; 
16 reflector finishes; 
efficient. T4 (quartz) or 
PAR tungsten halogen 
and incandescent designs 
for downlights, direct 
indirect, wall washes, 
directional, open or 
lensed, round or square, 
recessed, all mounts. 


CIRCLE No. 49 


Legion Lighting Co. 


Legion's Comfort-Lume 
troffers offer the designer the 
widest choice of recessed 
direct/indirect lighting in the 
country Comfort-Lume 
troffers emit glare-free, soft, 
harmonious lighting, virtually 
eliminating the gloomy "cave 
effect" with today's conven- 
tional lighting. Clean, un- 
cluttered ceilings and no dark 
protrusions below the ceiling. 
For information, contact your 
local Legion sales rep- 
resentative or Legion Lighting 
Co., Inc., 221 Glenmore Ave., 
Brooklyn, NY 11207; phone 
(718) 498-1770; fax (718) 498-0128; toll free fax (800) 
4-LEGION 


CIRCLE NO. 50 


LexaLite introduces street and area 
lighting excellence in our new 424 
Series post top lighting components 
The 424 Series provides maximum 
optical performance for lighting 
applications. Specify LexaLite’s 
with these 
products. The LiteLid is a patented 
internal reflector that increases 
downward efficiency and allows just 
enough uplight for a pleasing glow 


LiteLid to be use 


Choose from a variety of 
modern and untraditional 
outdoor posts. All made 
from the highest grade of 
aluminum die cast in three 
distinctive colors of white 
black and verde green, All 
posts are accentuated by 
their 
gatemount 


matching wall or 
Complement 
your design with Lumenton 
wall sconces, All units 
available in ndescent, 

fluorescent or HID 


www.lumenton.com 


compact 


Architectural Li 


Revolution in 
Chronicle of 50 Years of 
Progress by Raymond Kane 
& Heinz Sell, editors. This 
new book offers a historical 


Lamps: A 


overview of the development 
of the light source from World 
War II to the present. Written 
by some of the engineers who 
worked for leading lamp 
companies during this time, it 
provides a fascinating and 
informative look inside the 
lamp industry and offers 
nsight into the future of 
lighting. ISBN: 1-57730-125- 
0, $75.00, 295 pages, 
illustrated. Call (800) 444- 
4881 to order 


Visit 


website 


Special FX Lighting 
manufactures all 
types of permanent, 
non-fading color 
products for lighting 
including Dichro*X 
hybrid 


lenses, color glass, 


dichroic 
non-fading color 

fluorescent sleeves and lenses for all lighting 
All color and filter numbers may be 
including UV and IR blockir 


media 
applications atched, 


films and glass 


The new Om 4-in., 5-in 
Ceramic Metal 
Adjustables and 
feature 45- 
ee vertical adjustment 


and 6-in 
Halide 
Downlights 


362-degree horizontal 
The fixt 
new Ceramic Dis 

Metal Halide lamps in 35W 
70W and 100W PAR20, 
PAR30 and PAR38 con- 
figurations. Single-tap 120 
or 277V hig 
Low-brightness Paracone trims offered in various finishes 


rotation es utilize 


ficiency electronic ballasts are standard 


At the Lighting Desi Forum web site at 
www.qualitylight.com, lighting specifiers enjoy a 
library of 
industry, including Architectural Lighting. Specifiers 
nizations, the inter.Light 
ne at www.lightsearch.com, and 


information from organizations across the 


can also link to other о 
product search en 


find other resources 
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CLASSIFIEDS 


LIGHTING DESIGN ASSOCIATE 
Atlanta lighting design firm seeks creative full time 
designer with architectural and theatrical 
applications background. Autocad 12 required. 
Compensation based upon experience, with 
excellent, benefits. 


FAX resume to: (404) 892-4Б21 


TRACK AND RECESS 


LIGHTOLIER 
See what “Designing with Light” is all about with our full 
line of Lightolier track, recessed, fluorescent & controls. 
SHOWROOM LIGHTING BY GREGORY 
Ph: 212-226-1276 or 800-796-1965 
1bg158@aol.com* www.lightingbygregory.com 


The Classifieds of Architectural Lighting’s 
“Positions Available” 
Section is Working For You! 
Contact Liam Dwyer To Get Your 
Advertising Schedule Started Today! 


800-950-1314 ext. 2727 


You Can Place 
Your Next 
Advertisement 
by Faxing Your Ad Copy 
to Us at: 
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